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OCROSSFIELD ALBERTA, THURSDAY, 


SEPTEMBER 18, 1913. PRICE $1 A YEAR, 


Lauts’ Grocery List :- 


15 cents | Fly Catchers, 
$3.25c, ” 
15 cents 
$2.90c. 
»» Tomatoes, can 20 cents. 
Unsweetened, Milk, 2 -- 25 cents. 
Corn Starch, 8 for 25 cents. 
Sugar, 20]b. sack $1.30¢, 
434° L00lb. *,, 6.25¢. 
Tea, good quality, 3lb for $1.00 
Coffee, ty 31b for $1.00 


Salmon, best grade 25° cents. 
70 Lump Sugar, 2 |b for 25 cents 


Canned Peas, per can 2 for 


per doz. 25 cents. 
3 for $1.00 


5 cents. 
- +» per cage 
»» Corn, per can Claremont Fruits, 


” »» per case Apples, Gallon 45 cents. 


6 for 25 cents. 

7 for $1.00 
Sweet Pickles, quarts 40’cents. 
pints $1.00 
$ quarts 1.25 


Oil Sardines, 


Best Sardines, 


Gem Sealers, 


‘5 halves 1.50 


Lentils, 2 |b for 25 cents. 


Climax Jams, 5lb tin 
Corn Meal, 10sack40 ,, | BA 5 2 » 2 ,, 
Pork and Beans, large 7 for $1.00 | Sodas, 15 Ib boxes, 11c. per Ib, 


Catsup, 2 cans for 25 cents. | Canned Pumpkin, 2 for 35 cents. 


We have also a full line of Fresh Fruits and Veget- 
ables that we are selling at The Lowest Possible Prices. 
Better let us have yotr requirments for Preserving 
Fruits now. If you are Putting up Pickles, see our 
List of Vinegars and Spices. 


Laut Brothers, 
HARDWARE & GROCERIES.’ 
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| Pieneer Gave 


E have placed in stock a large range of Sweater 

Coats. These are the best and greatest values 

that we have ever shown. One of these garments 

will be appreciated these cool mornings and evenings. 

Come in and look these over and you will find that 
we do not over rate them. Our 


Winter Underwear 


Hosiery, Flannelettes, Flannels, Dress Goods, Caps, 
Flannelette Sheets and Woolen Blankets are await- 
ing your inspection. 


Now is the time to make your selection as the 
Stocks are complete and you can get what you want. 

The most comfortable garment in underwear is 
without doubt the Klosed-Krotched Combinations, if 
you have ever worn these you will not wear anything 
else. All sizes are in stock from Children’s to Ladies’ 
and Gentlemen’s in three or four qualities. 


Watch our space next week for prices, it will_. 
show the greatest savings and you money will go 
further if you take advantage of them. 


Wm. Urquhart, 


GENERAL MERCHANT, 
Crossfield, Alta. 


SA taster 


a | 


Mr. A. W. Gordon was the choice 
of the people of Crossfield to fill the 
unexpired time of W. B. Edward 
as Councillor for the yillage. 


Justice of the Peace--Notary Public 


Office: 


A large gang of ©.P.R. men are 
busy this week repairing the track 
south of the town. 


Mrs. E. 8. MeRory is expected 
home on Sunday after a month’s 
absence. 


The Old Parker Residence. 
Insurance. PHONE 31. Appraiser 


Ivor Lewis and P. G. Swan spent 
Tuesday in Calgary to watch the 
Australian Cricketers. 


Threshing is becoming general 
throughout the district, but as yet 
we have had no reports as to the 
yield. 


Call at the Chronicle Office and 
have a look through our Specimen 
Book of Private Greeting Cards. 


W. B. EDWARD. 
Dealer in HOGS and CATTLE. 


Highest Market Price Paid. 


The regular weekly prayer mect- 
ing of the United Church was re- 
sumed on Tuesday evening last after 
being suspended during the summer 
month. 


DELIVERY TAKEN AT ANY TIME. 


Crossfield - ° ° . - Alta. 


Atlas Lumber 


Co., Ltd. 


Lumber, Lath, Shingles, Roofing Paper, 
Building Paper, Brick, Lime, Plaster 
Cement, Sash and Doors, Mould- 
ing, Oak Dimension 


WOOD and COAL 


ALWAYS ON HAND. 


Mr. and Mrs. Wm. Laut along 
with Miss Guesner were visitors to 
Calgary on Mofday. 


We understand there will shortly 
be a change in the local management 
of the Atlas Lumber Company. Mr. 
Blanchard has been transferred and 
Mr. Smith, of Ponoka, takes his 
place. 


If-you require to renew your old 
Loan or take out a new one cal) and 
see me, as I @an save you money. 
I represent the N. of Scotland Can. 
Mortgage Co.; Tiié Canada. Life, and 
others. Cuas, Hurraren. 


The services at the Church of the 
Ascension on Sunday were very well 
attended, the Ven. Archdeacon 
Hogbin, officiated. After Morning 
Service Holy Communion was cel- 


Sern te: WHI, poe : Hus tay Let us give you estimates 
remained. In the afternoon the 
church was full and there were nine 

if . : LOCAL 
children baptised, which were «s G. P. Blanchar MANAGER. 
follows: Ruth Ione, Pearl Irene, 


Douglas Orton and Georgina May, 
the children of Mr, and Mrs. Davis; 
Frances Elizabeth, Isabel Louise 
and Godfrey Allen the children of 
Mr. and Mrs. Hays; Gilbert Main- 
waring, son of Mr. and Mrs. Robin- 
son; Dorothy, theadopted daughter 
of Mrs. Dockrill. 


What could be nicer than to send 
a private Greeting Card to your 
friends and relations for Christmas. 
Call at the Chrenicle Office and see 
our specimens. 


A RANGE that you think is as good as 


-THE MOFFAT- 


BUT we can convince you that there is 
nothing better in the Stove line. 


WE OFFER YOU 


The ‘‘CANADA A”’ with High 
Closet and Reservoir for Ms 
The “CANADA B’’ with High 
Closet and Reservoir for ; 
The ‘‘NELSON A”’ with High 

Closet and Reservoir for 


The ‘‘NELSON B’”’ with High 
Closet and Reservoir for : 


PIONEER STORE. 


NOTICE. 
To our Old Customers and 
Prospective New Ones. 

On and after October 1st we in- 
tend to do away entirely with the 
expense of book-keeping. No goods 
whatever wil! be charged, as we will 
have no books to keep accounts, 

Everything in the store will be 
absolutely Cash. 

All accounts wil] be due October 
1st, and all accounts must positively 
be settled not later than November 
Ist, 

Thanking you for your past pat- 
ronage and hoping for a continuance 
of the same. 

I remain, 
Yours truly, 
WM, URQUHART, 


General Merchant. 
Crossfield, Alta. 


$60.00 
$65.00 
$52.50 


$32.50 
Come in and let us talk Good Stoves with you 


‘W. McRory & Sons, 


HARDWARE SPECIALISTS AND HEATING EXPERTS. 


BEST ATTAINABLE IMAGE 
FROM DOCUMENT AVAILABLE 


Time Wasted 


Jegson—You'’re wasting a lot of 
money carting that widow around to 
balls, theatres and dinners. 

Wegson (alarmed)— What! 
you think she'll marry me? 

Jegson—Sure. Why she told me 
the first night she met you that she 
Was going to, 


I gay, mama; sald litle Tommy, is 
it true that when you first met pa you 
had fallem. into the water*and he jump- 
ed in and saved you? 

Quite true, my dear, replied mamma, 
With a smile. 

Theh I wonder if that’s why papa 
won't allow me to learn how to swim. 


Don’t 


iousness, Indigestion, and Sick Headache. 
mall Pill, Small Dose, Small Price. 
~ Genuine must bear Signature — 


Loa 


When buying your Piano in- 
sist on having an 


“OTTO HIGEL” 
Piano Action 


iN, BG 
ARLINGTON 
WATERPROOF COLLARS AND CUFFS 
Someth: better than linen and no 
laundry bills. Wash it with soap and 
Water. All stores or direct. State style 
and size. For 25c. we will mail you. 
THE ARLINGTON CO. OF CANADA, 
68 Fraser Avenue, Toronto, Ontario 
Limited 


. REST AND HEALTH T@ MOTHER AND CHILD. 
' bay io S P has 
over 6 a * 
G, wil R ‘SS. 
the his. . oi the GUM 
ye BS Ww “eis “4 “<4 
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inslow’s 
kind. Twenty: 


WANTED at once 


Persons to work for us 
time at home. No experience 
th our NEW ART COLOR- 
SS Easy and fascinating 
work. Good pay. No canvassing. Write 
. tor instructions (free). 
COMMERCIAL ART STUDIO, 


815 College Street. Toronto, Canada. 


1889 Compa-y 


Atseo‘ute Security. 


Liberal Profits 


Exce'si the best for ion,’ 
new to cert ands fr bo 1 protection, 
ores entire or spare time 


Vacancies for azet 
Vaacosver or to Mend Olle Teronte 


Appl t> 


pn nears 


Angelic 


On. 


JRONTO, VIONTRE A 


os 


REMINGTON CO. IN WINDSOR 


Big Arms and Ammunition Concern 
Builds Branch Factory in Canada 
Canadian endorsement of quality in 
loaded shot shells has brought the 
Remington Arms Union Metallic Cart- 
ridge Company across the border with 
the first ammunition factory to be 
built in this country by United States 
manufacturers to supply this market, 
This big arms and ammunition con- 
cern, now neanuag its one hundredth 
year of business activity, has its prin- 
cipal factories at Brilgeport, Conn., 


U.8.A., where ammunition is made, }: 


and at Ilion, N.Y., U.S.A., the home 
of modern arms making. Up to this 
year the steadily increasing Reming- 
ton business in Canada has been hand- 
led from the home factories, but of 
late our dealers and sportsmen have 
made the demand so strong that early 
in 1913 the company’s Executive Board 
decided to build a branch factory on 
this side of the lime. Windsor, Ontar- 
io, offered advantages as a central 
distributing poiz' and as a skilled la- 
bor market and early in 1913 a fac- 
tory site consisting Of over one hun- 
dred acres was purchased there. 

The problem then was to rush the 
plant to early completion and install 
an equipment capable of producing am- 
munition of the same high quality de- 
manded in the strict ‘home factory’ 
inspection. The order was given to 
spare no expense in prov:ding for the 
expeditious filling of the unusually 
heavy orders of e year. A large 
force of workmen was recruited and 
five moriths from the day the first 
ground was broken Windsor boasted 
a strictly modern ammunition factory 
equipped w’'th the latest improved ma- 
chinery, a ballistic range and chrono- 
graph for testing penetration, velocity, 
pattern, ete., together with powder 
magazines «nd storage warehouses. 
Builders who watched the seemingly 
magical creation of the splendid plant 
in all its completeness claim that a 
remarkable record was made in the 
erection and installation work, 

wo railroads have built switches to 
ye factory door and tnere is a direct 

nnection with the. lake routes so 
that every facility is afforded for 
prompt shipments. Deliveries of the 
famous Arrow, Nitro Club and New 
Club speed shells are already being 
made from the new factory. 


sche lneiilitienen ieasins 
Minard’s Liniment Curcs Diphtherla 


Isaac’s house was for sale and he 
told ‘his friend Abram about an offer 
he had had. 

Samuel Levinski said he vould gif 
me five t’ousand tollars vor idt. 

Huh! Abraham grunted scornfully. 
He ain’dt got fife tollars to hig name 
—he can’dt buy idt. 

Vell I know he candt. 
a mighty fine offer. 


But idt vas 


Spell "Em With a ‘W’ 

Young Woman (at her first ball 
game)—Do look at ‘ie funny thing 
that man’s got over his face. Is ita 
bird cage? 

Her Escort—Not exactly. 
keep the fouls out. 


It’s to 


Miss Anny Bernstein, daughter of 
the Danish prime minister, has served 
three years’ apprenticeship as a join- 
er. She began her studies in an insti- 
tute where she learned carving of var- 
ious kinds. One of the first pieces 
of work whieh she finished, a small 
box, was purchased by the dowager 
empress of Russia. 


| An Oil That is Prized Everywhere. 


Dr. Thomas’ Eclectric Oil was put 


Cusiomer—But is he a good bird? I{ upon the market without any flour- 
mean, I hope he doesn't use dreadful {ish over thirty years ago. It was put 


language. 

Dealer—He's a gaint, lady; ~ sings 
hymns beautifully. I had some par- 
rots What used to swear something 
awful, but if you'll believe me, this 
here bird converted the lot. 


SORENESS Be 


60c, a tox or six for $2.60, 
at all dealers, or The Dodds Medi- 
: pany, Limited, Toronto, 


up to meet the wants of a small sec- 
tion, but as soon as its merits became 
known it had a whole continent for a 
field, anc it is now known and prized 
throughout this hemisphere. Thore 
is nothing equal to it. 


Thomas, you have disobeyed your 
grandmother. No, I didn’t mother. 
Yes, you did. Have you not been in 
swimming? Yes, moister, Didn't I 
hear her say to you not to go in 
swimming? Oh, she didn’t tell me 
that. .She only came out and said— 
Boys, I wouldn't go in swimming, and 
I shouldn't think she would, an old 
rheumatic woman like her; but she 
didn’t say anything about our going 
in swimming. 


Cullman, Alabama, is said to be the 
most prosperous township in the world. 
It is said that every man in the town 
who is the head of a family has a clear 
title deed of ownership to his home 
and every one of them has a banking 
account. Co-operative farming is 
practised in the county. : 


anes 24g eee el 
A Sure Sign 

Mr. Subbubs--I'm afraid our garden 
is going to be a fatiure. 

Mrs, Subbubs—Why do you think so. 

Mr. Subbubse—Even the neighbor's 
chickens don’t seem to take any in- 
terest ia it. 


The Real Reason 


Certain public employes who have 
to submit daily to a rapid fire of well- 
meant but needless questions may be 
excused if they occasionally turn upon 
their persecutors. This is how an 
elevator boy dealt with one of them: 

Don’t you ever feel sick going up 
and down in this elevator all day? a 
fussy lady asked him. 

Yes, ma’am, courteously replied the 
elevator boy. : 

Is it the motion going down? pur 
sued the lady. 

No, ma'am. 

The going up? 

No, ma’am.. 

Is it the stopping that does it’, 

No, ma’am. 

Then what is it? 

Answering questions, ma‘am. 


State of Ohio, City_of Toledo, 
Lucas County se 
Frank J. Cheney makes oath that he fs 
senior partner of the firm of F, J, 
Chenv & Co., doing business in the oy 
of Toledo, County and State  aforesai 
ati that said firm will pay the sum of 
UnaB iLUNDRED DOLLA..S ior each and 
every case of catarrh that- cannot be 
cured of the use of Hall's watarrh Cure. 
FRANK.J. CHENEY. 
Sworn to before me and subscribed 
in his presence, this 6th day of Decem- 


ber, A.D., 1886. 
(Seal.) A. W._GLEASON, 
Notary Public’ 
Hall's Catarrh Cure is taken internally, 
and acts directly on the blood and 
mucous surfaces of the system. Send 
for testimonials fre 


e. 
. J. CHENEY & CO., Toledo, O. 
Jold by all druggists, 7! 


c. 
ner Hall’s Family Pills for constipa- 
m. 


The Dog and the Lobster 


A Scotsman was strolling through 
the market-place in Glasgow one day 
and close at his heels followed his 
faithful collie. Attracted by a fine 
display of shell and other fish, the 
Scot stopped to admire, perhaps to 
purchase. The dog stood by, gently 
wagging its tail, while its master en- 
gaged the fishmonger in conversation. 

Unfortunately for the dog, its tail 
dropped for a moment over a big 
basketful of fine, live lobsters. Instant- 
ly one of the largest lobsters snapped 
its claws on the tail and the surprised 
collie dash2d off tfrough the market 
yelping its pain, while the lobster hung 
on grimly, though dashed violently 
from side to side. 

The fishmonger for a moment was 
speechless with indignation, then, 
turning to his prospective customer, he 
bawled: 

Mon! mon! whustle to yer 
whustle to yer dog! 

Hoots, mon, returned the other com- 
placently, whustle to yer. lobster! 


SUMMER COMPLAINTS 
KILL LITTLE ONES 


At tliat sign of illness ¢uring the 
hot weather give the little ones Baby’s 
Own Tablets, or in a few hours he may 
be beyond cure. These Tablets will 
prevent summer complaicts if given 
occasionally to the well child and will 
promptly cure these troubles if they 
come on suddenly. Baby’s Own Tab- 
lets should always be kept in every 
home where there are young children. 
There is no other. medicine as good 
and the mother has the guarantee of 
a government analyst that they are 
absolutely safe. The Tablets are sold 
by medicine dealers or by mail at 25 
cents a box from The Dr. Williams’ 
Medicine Co., Brockville, Ont. 


dog; 


. Pride 

I understand that there are two riv- 
al social sets in this town. 

Yes. One set is composed of peo- 
ple who have undergone operations 
for appendicitis and the others have 
had the children’s adenoids removed. 


Qualified to Speak 
Armson—You seem to know a lot 
about the ins and outs of politics. 
De Manising--I ought to; I have 
been one of the outs for twenty long 
and hungry years. 


pein 


- get more heat, evenly distributed all over ’ 

y house, if you install a MeClary Sunshine Furnace. — 

~The Sunshine paps for itself in a very few years 
by the saving it effects; Call on the McClary deale 
or write our nearest Branch for full information, , 
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Advice to Farmers 


Present prospects indicate a fair crop 
of grain throughout the three western 
provinces, but do not point to any larger 
yield than last year, This, combined 
with the big shortage in the spring 
wheat crop of the United States, and 
also that of France and other European 
countries, and the present high getoe 
of corn, all points toward a high level 
of prices, and We cannot see any rea- 
son why prices should be hammered 
down to the low level of last year. We 
claim the right vahie of 1 Northern 
should not be less than 95c; 2 C. W. 
oats, 400; 1 N.W.C. Flaxseed, $1.50, and 
3 Cc. W. rley, 560c; basis in store Fort 
William or Port Arthur, but of course, 
if farmers rush their grain on the mar- 
ket early with instructions to sell for 
what it will bring, prices are bound to 
be forced lower. Any farmer who is in 
& position to hold his grain at home 
should do so, and those who are obliged 
to sell to get cash should ship and sell 
only enough to carry them over. If 
the selling of all our grain could be 
po Nasa evenly over the whole season, 
prices could easily average from 100 to 
150 per bushel higher, which would 
mean an enormous extra amount of 
cash brought into Western Canada. 
Last year the larger bulk of our grain 
was sold at FidioulOushy, low. prices— 
selling down as low as 839 for 1 Nor- 
thern; 102$0 for 1 N.W.C. axseed; 30c 
for 2 C.W. Oats, and 440 for 3 C.W. 
Barley. Since spring opened we have 
sold 1 Northern at 100c; 1 N,W.C. Flax- 
seed 130c; 2.C.W. Oats at 86c, and 3 O, 
W. Barley at 5bic, basis in store Fort 
William or Port Arthur. This easily 
shows the huge loss to farmers through 
marketing their grain in enormous 
quantities right at the beginning of the 
season. There is far more reason tais 
year for prices of our wheat ranging 
above the dollar mark than last year. 
Once prices are forced down it is hard 
to get them to advance again until 
stocks in sight are greatly feduced; 
therefore, be careful not to rush your 
grain forward too fast. Every carlot 


held baok helps just that much to holé 
prices up and put them higher, 

e would advise farmers that when- 
ever possible load your grain direct 
from the waggon into the car, and when 
you send your shipping bill to a com- 
oonree agent, figure out the situation 

ell before ‘selling. To send instruo- 
tions to sell for whatever it will bring, 

¢ to break prices down mo 
y than any other way we kno 
of.. Instruot your commission agent 
that you want your grain sold at @ 
certain price and then hold for that 
price. If you do have to pay two or 
three cents per bushel atorag what of 
it, because you will eventually gét the 
price you w&nt, and besides you are 
helping to hold prices up, 

The distribution of cars should alse 
be watched closely. Farmers should 
got together and arrange to have a re- 
presentative keep careful watch on the 
railway ofder book and ste that each 
on is allotted cars according to the 

rain Act, That is what the Grain Act 
is for and if you do not use it, the fault 
lies with yourselves, 


@ are grain commission merchants 
and give our undivided attention to thig 
business, Our experience extends 
around 28 years, and farmers consign- 
ing grain for us to handle receive the 
benefit of this experience in the advice 
and information we give them. . We 
nave no agents in the country, simply 
because our lo per bushel commission 
charges does not give us profit enough 
to permit of engaging agents at country 
points, and at the same time show even 
@ small profit on the season's business. 

Write us for our shipping instruc- 
tions and grain market advice. Even 
if you do not ship grain for us to handle, 
write anyway. The information may 
help you to secure better net return 
and it may lead to bringing us some o 
your business the following season. 
We can handle your grain right for you 
and we know it, and we want you to 
know it also. That will mean more 
business for us, which js exactly what 
we are working for. 


McBEAN BROS., Grain Exchange, Winnipeg 
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Facts and Figures 


Because a farmer keeps a herd of 
dairy cows it does not necessarily fol- 
low that each one in the herd is es- 
pecially adapted for dairying. The 
type and general appearance may be 
good, the temperament and disposition 
may promise fair results, but the real 
value of ach one is to be measured 
actually and practically by just her 
individual yield not the average of the 
herd as a whole, at the end of a full 
season’s work. 

Over and over again when dairy 
farmers have checked up the produc- 
tion separately of each cow there have 
been found wonderful surprises and 
seri disappointments. Those 
g lookers have turned out to be 
poér producers; the despised cow of 
insignificant appearance has often 
proved a splendid moneymaker when 
her moderate cost of feed has been de- 
ducted from the large total yield of 
milk and fat. Some cow testing fig- 
ures recorded by the dairy division at 
Ottawa, show great contrasts. For in- 
stance, two cows yielding the same 
weight of milk may differ in profit by 
$25.00. The aged cow may do far 
better than the five->var-old. Two 
mature cows in the same herd have 
been known to differ in production by 
eight thousand pounds of milk, One 
herd of twelve cows last year gave 
thirty-six tons of milk more than an- 
other herd of twelve. How are these 
vital points to be definitely ascertained 
by the practical dairyman? Such 
facts are brought to light when’ figures 
are used. It is just as simple as A. 
B.C. Keep records of individual pro- 
duction; it takes scarcely ms minutes 
per cow per month, and cbundantly 
pays every dairyman. 


a 
Minard’s Liniment Cures Distemper 


Nero’s Golden House 

Dr. Fritz Weege, a young German 
archaeologist, drew attention to the 
enormous Palace that was once erect- 
ed by Nero in Rome. The Italian 
government, in consequence, instl- 
tuted the very interesting excavations 
that are now being made in what is 
called ‘The Golden House.’ This im- 
mense palace covered an acre of 
ground and was about three times the 
gize of the present Vatican. The 
Golden House, which extended from 
the Palatine far up the Esquiline, was 
erected’ after the burning of Rome in 
64. The building was afterwards con- 
verted by Nero’s successors into other 
edifices. The excavations are reveal- 
ing much that is of extraordinary in- 
trest. 


Best Time ' 
What are the duties of a steering 
committee in Congress? 
To get a lot of legislation through 
while the Washington ball team is on 
the road. 


Remain en To 


Friends an’ feller citizens, I rise to 

tell you all-—— ; 

Then the box he stood on tumbled; 
#0 he only riz to fall. 

But still he made the best of it; I rise 
again to drop 

This hint: When you have riz up high 

be sure, to stay on top! 


Of Course ~ 
The lesson in history was in pre 
gress and in vain the teacher coaxed 
her class to answer. At last she 
brightened up. She had reached the 
star pupil of ‘her little class, 
Now, Tommy, she said, Mary follow- 
ed Edward V., and who followed Mary. 
Yes, Tommy knew that, and his an- 
swer was swift. Her little lamb, 
‘teacher, he shouted, triumphantly. 


Women and Asthma.—Women are 
numbered among the sufferers from 
asthma by the countless thousands. In 
every climate they will be found, help- 
less in the grip of this relentless dis- 
ease unless they heve availed them- 
selves of the proper remedy. Dr. J. 
D. Kellogge’s Asthma Remedy has 
brought new hope and life to many 
such. Testimonials, sent entirely 
without solicitation, show the enorm- 
ous benefit it has Wrought among wo 
men everywhere. f 


Of course, my dear, Marry young 
Smither@ if you like, and I will make 
you ¢ wedding present of a nice large 
mirror: 

Why a mirror, dad? 

So that you can watch yourself 
starving to death, my dear. 


Post 


Toasties 
for Lunch 


Appetizing and wholesome 
these hot Summer days. 


No cooking ‘----- no hot 
kitchen, ' 


Ready to eat direct from 
the package-----fresh, crisp 
and dainty. 


Serve with cream and 
sugar---and sometimes fresh 
berries or fruit. ; 


Post Toasties are thin bits 
of Indian Corn, toasted to a 
golden brown. 


Acceptable at any meal-- 
Post Toasties. 
Sold by Grocers everywhere 


Canadian Postum Cereal C % 
_ tad. laoren 


THE 


CHRONICLE, 


CROSSFIBLD, ALBERTA. 


Council Meetings 


oe 


The council of thé Village of Crossfield 
vill meetin theCouncil Chamber over Fire 
fall on the first Tuesday of each alter- 


ate month, commencing with February 
at 7 pm, 


By Order of the Village Council 
$-A2-¢ W. MoRory, Sec.-Treas. 


Lodge Cards 
{ —___L_— EEE 
4 ve CROSSFIELD LODGE 1. 0. 0. P. 


No. 42 


Meeta Every Wednesday Night in the 
Oddfellows “Hall at 8 p.m. 
Visiting Brethren Welcome. 
ARCHIE KNOX, C.M.8.THOMAS, 
Fin, Sec’y. Ree.-Sec’ y. 


Crossfield School District No. 752 
The Reautar Meerrinas of the-above 
school Board will be held at the School 
House at 10 a. m. on the first Saturday 
.n the following months: January, March 
May, July, September and November. 
All matters of business pertaining to 


this district will be attended to at this 
meeting. 


The office of the Sec.-Treas. is in the 
real estate office next the Coronicle 
A. R. Thomas, Chairman. 


EK, 8. MeRory, See.-Treas. 


U. S. BROWN, 


AUCTIONEER 


a 


Sales Conducted in Town or 
Country. 


Post Office Address CREMONA. 


Or call at the Chronicle 
Office. 


F. ,MOSSOP, 


Licensed Drayman. 


FOR HIRE Good Team of Work 
Horses, about 2,600 Ibs., by Day, 
Week or longer. 

Write, Phone or apply at 
Atlas Lumber Co., Crossfield. 


CITY 
-BARBER?SH0P 


HOT BATHS. 


Cleanliness is Our Motto. 


~ 37H. W. LOCKWOOD, 
: PROPRIETOR. 


Watch Repairs, etc. 


oe 


Estrays. 


Stray Horses.--Liberal Reward offered 
for the Recovery of any Horses bearing 
the Brand A (a half diamond) on 
left thigh. A Notify the Trusts and 
Guarantee Company, Limited, Calgary. 


Several Good young Work Teams for 
sale. Apply toGEO. HUSER, Crossfield 
or phone 414, circuit 4. 8-tf. 


HAY ON ONE SECTION OF LAND 
FOR SALE.-—-Or will arrange to put up 
on shares. 63¢ miles east of town, 

Enquire at Chronicle Office. 


To be Sold Cheap, Two Second- 
Haad BINDERS; in good condition. 
McCormick 8ft., Deering 6ft. 
\ Apply to D, A. McArrnur, 
34 Crossfield. 


Cattle For Sale. 


O 


7 wish to announce that 1 now offer| Live Stock and Commission Agent. 
200 head of Cattle for private Sale: 60| Phone 2173. 


; yearling Steers and Heifers, 50 two-year CALGARY. 
old Steers, 40 three-year old Steers, 10 
four-year old Steers, 40 Cows and Cay, | >>> 


All. good stuff, Cattle can be seen }¢ 
mile 8.W. of Crossfield. 
JOUN PATTERSON, Owner. 
37 Crossfield, 


LOST. 


: One Roan HORSE, branded 
He ( ye ‘on se bt a age shout 


BEES: A. BANTA. 


the Chronicle 


dentally make a few millions for him 
self, for he will have done one of thr 


A. LAYZELL, 


CROSSFIELD LOCAL & GENERAL. 


John Patterson sold on Wednes 
day a bunch of 15 fine heifers to 
Mr. J, Roedllin, of the Rose Bud. 


Mrs, Stuart Walker, of Sampson- 
ton, and her sister of Horse Creek, 
‘near Cochrane, were visitors to Mrs. 
Ivor Lewis on Wednesday. 


We were rather surprised to hear 
the other day we had a champion 
runner in our midst, still its a fact. 
‘Old Hank”? run a half-mile race 
on the track one day last week fora 
10 spot, and he won too. How’s 
that for an old un ? 


Let McRory and Sons give you a 
figure on eavetroughing or furnace 
work now that you are assured of a 
bumper crop. 


CHRISTMAS CARDS ? 

Yes, Christmas will soon be here. 
Order your Private Greeting Cards 
early, and then you won’t be dis- 
appointed. Specimens can be seen 
at the Chronicle Office. 


WILL GONVERT STRAW 
INTO USEFUL FUEL 


A Regina Man Claims to Have Dis. 
Covered a Process for the Manu- 
facture of Briquettes 


Professor Andrews, of Regina, bids 
fair to go down to posterity as one 
of the most practical and far-reaching 
benefactors of the Western Country. 
In Saskatchewan, Alberta and Mani- 
toba millions of dollars’ worth of 
straw is annually burned out of the 
way, in the same manner, and for 
the same reason that in the pioneer 
days of the eastern provinces mil- 
lions of dollars’ worth of magnificent 
timber were destroyed for want of 
a market. 

_If Professor Andrews’ invention for 
turning this straw into little fuel 
briquettes proves to be what he claims 
it is, a problem which has vexed.the 
soul of the Western farmer for many 
years has been satisfactorily solved; 
and waste has been turned into value 
in the most remarkably beneficial man- 
ner. ; 

The first briquette, Professor An- 
drews has producd, is very small— 
not much bigger than a crown plece. 
It is black, and as far as appearance 
goes might be made out of coal dust: 
The farmer if he has power on his 
farm can make the briquettes himself. 
He can drive his threshing machine, 
and make briquettes at the same time, 

The Doctor claims that the cost is 
small, and. that the equivalent of eighty 
tons of anthracite, or 160 tons of Sas- 
katchewan lignite coal, can be obtained 
from an average crop of straw grown. 
on a half section of 320 acres. Ten 
tons of this would warm the farmer's 
house, but he - would be saved the 
trouble and expense of hauling it from 
town. The surplus of the briquettes 
would be available for sale in the towns 
which also would get cheap fuel in- 
stead of dear fuel as at present. 

If Professor Andrews’ briquette is 
what. he caimes for it, he has added 
millions annually to the wealth of the 
prairie countrys and, as patents go ir 
this commercial age, he should inci 


biggest things and solved one of th: 
knottiest of problems. 


COMMISSION AGENT. 


If you have Horses or Cattle 
For Sale write me. 


Best Prices guaranteed. 


A. LAYZELL, 


106,-6th Avenue East, 


J. H. Taber, of Calgary. ‘ 


veing erected in Calgary, Alta, by the 


|THE HOME MARKET 
THE. BEST. MARKET 


A Globe Article From ite Western 
Correspondent Makes This 
Abundantly Clear 


—_— 


New 19 


The Canadian home market is the 
dest for most farm products because 
it is the most convenient and acces- 
sible. The Toronto Globe prints this 
story from its Calgary correspondent 
under a recent date: 

Southern Alberta farmers have. set 
to work in earnest to regain the hold 
on the British Columbia hog market 
lost several years ago. There is 
Probably no better market on the con- 
tinent for pork, dressed and on the 
hoof, than the coast Province; this 
is especially true of the districts 
wherein lumbering and mining are 
the principal industries. The very 
nature of the work of the men in those 
parts makes pork the most sought- 
after meat, and it has also been the 
hardest meat to procure. 

The grain-growing prairies, in spite 
of gains made during the past couple 
of years, are yet importers rather than 
exporters of hogs, and the same con- 
dition exists in the States to the 
south. The result is that hogs are 
shipped ino British Columbia from as 
far away as eastern Ontario, and the 
price is correspondingly high. The 
Lethbridge district lies at the very 
doors of the best part of this profit- 
able market, by the Crow’s Nest Pass 
line of the Canadian Pacific less than 
three hundred miles from the mining 
and lumbering camps, via Calgary 
only a little over double that distance 
from the coast. 


Hog-raising at Lethbridge 


And they certainiy can raise hogs 
in the Lethbridge district, but they 
hadn’t been doing it until one man 
threw aside time-worn prejudices. 
This man is Otho T. Lathrop, grain- 
grower, alfalfa-producer, hog-raiser 
and Chairman of the Agrioultutal Com- 
mittee of the Lethbridge Board of 
Trade, For a long time alfalfa has 
been consideréd‘oné ‘of the best pay- 
ing crops in the district, almost too 
precious to use for it sells at times 
above $20 per ton, and a plot in full 
production yields: about five tons to 
the acre. Old%imers shook their 
-heads when Mr. Lathrop turned a herd 
of hogs into 9 fine stand of twenty- 
dollar alfalfa; the results are best 
shown by an interview given The 
Globe correspondent. 

“We have three hundred acres 
seeded to alfalfa,” said Mr. Lathrop, 
“and I can say that we are raising 
as fine a quality of the fodder as I 
have seen in the best of the States 
to the south of us. We are getting 
a five-ton yield and the price for the 
last five years has been better than 
$15 per ton, but at that we can make 
more money feeding it to hogs than 
selling it. By changing them from 
pasture to pasture we can run 25 hogs 


I have applicants for Land. 


Send me your listings along 


with particulars. 


A number of Agents in the 


States 
JAS. RUDDY 
Crossfield, Alta 


P.O. Box 93. Phone 214 
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CANADIAN MARKET 
THE MORE IMPORTANT 


Of More Value to the American Far 
mer Than the American Market 
to the Canadian 


Mr. C. C. James, special Agricul- 
tural Commissioner for the Dominion 
Government told the Canadian CTub 
of Toronto that during the ten years 
ending with 1911 the population of 
Canada increased by nearly 2,000,000, 
of which 1,250,000 settled in urban 
communities east and west. The rura! 
population east of the Great Lakes ac 
tually decreased by 47,000, while 600, 
000 people went on the land between 
Lake Superior and the Pacific coast. 
These 600,000 devoted themselves to 
the raising of wheat, oats, flax and bar. 
ley, and in this way they became con- 
sumers, instead of producers, so far 


| atchewan or Alberta. 


as the majority of foods for the table 
are concerned, In this respect, there- 
fore, the consumers have increased in 
numbers much more rapidly than the 
producers, This development alone 
accounts in large measure for the cost 
of living to-day. 

To meet this difficulty to some ex- 
tent at least, Hon. Martin Burrell 
Proposes to spend $16,000,000 in. pro- 
moting the adoption of modern farm- 
ing methods in all the provinces. In 
addition there must be extended bank 
aredits for farmers, especially in 
the West, so that they may go into 
mixed farming as fast as they wish 
to, We should also have a parcels 
post system to facilitate the sending 
of food through the mails, and more 
important still, widespread co-opera- 
tion amongst farmers in the sale and 
amongst city dwellers in. the pur- 
chase of farm products. 

No stronger evidence that the Can- 
adian home market has been none too 
highly appraised by the Canadian far- 
mer has been furnished than the list 
of exports and imports of some lead- 
ing farm products during the ten 
months prior to January 81. Here is 
a table showing some interesting com. 
parisons: . 


per acre of the green feed We are 
turning off an average of 1,000 hogs 
per year, which sell at an average 
price of $18 per head, ten months old. 
Experience has proven*that it costs 
us $6 per head to raise a hog; this 
is counting full expense and interest 
at 8 per cent. on our investment. We 
finish the animals with low-grade 
grain. Thus each hog gives us a net 
profit of $12, and our alfalfa land is 
giving us a net income of $3800 per 
acre per year.” 
Profits to the Farmers 


No sooner had Mr, Lathrop satis- 
fied himself of the profit in his system 
of raising swine than he started 
spreading among his neighbors the 
doctrine of combining hogs with al- 
falfa. And when he got them en- 
thusiastic he sought and found the 
mest profitable market. The result 
is that early this month he concluded 
arrangements to . furnish a British 
Columbia packing plant with two car- 
loads, 160 hogs, per week the year 
round fram the Lethbridge district. 
Figuring these hoge worth $17 per 
head on cars Lethbridge, these ship- 
ments, which are only a start toward 
larger things, will return the farmers 
of the district over $132,000 per year. 


A factory, costing $36,000, for the 


Exports Imports 
Maggs (dosen).......128,018 11,007,345 
Butter (pounds).....686,142 5,714,405 


manufacture of chocolates, biscuits | Beans (value in $),. 6,461 596,104 
and general confectionery, is being | Peas (value in $)...140,772 910,144 
erected in Medicine Hat, Alta, by| Rye (value in $).,. 608 64,524 


Bo far as these products are con 


A warehovee, costing $160,000, is 


Ttudeon Bay Co. 


BEST ATTAINABLE IMAGE 


ROM DOCUMENT AVAILABLE 


14 Prices 


EFFECTIVE AUGUST 1, 1913 
Model T. Runabout -- 


$600.00 


Model T. Touring Car $650.00 


Model T. Towncar Car $900.00 
With full equipment f.o.b. 
: Walkerville. 


Ford Motor Company 
of Canada, Ltd. 


FORD, Ont. 
* Agent : A. W. Gordon, Crossfield. 


Farmers Repair 
Shop . 


Special Attention Given to 


NE ACEOMITHING. 


Blacksmith’s Coal for Sale. 


PRICES RIGHT 


ALEX SEAN. - Prop. 


SYNSOPIS OF CANADIAN NORTH- 
WEST LAND REGULATIONS 


ANY persén who ‘is thé sole"head of a 
family, or any male over 18 years eld, 
may homestead a quarter section of avail- 
able Dominion land in Manitoba, Sask- 
The applicant 
must appear in person at the nearest 
Dominion Lands Agency or Sub-agency 
for the district. Entry by proxy may be 
made at any agency, on certain condi- 
tions by father, mother, son, daughter, 
brother or sister of intending homesteader 


Duties—Six months’ residence upon 
and cultivation of the land in cigs of 
three years. A homesteader m live 
within nine miles of his homes ona 
farin of at least. 80 acres solely owned and 
occupied by him or his father, mother, 
son, daughter, brother or sister. 


In certain districts a homesteader in 
good standing may pre-empt a quarter- 
section alongside his homestead. Price 
$3.00 per acre. 


Duties-—Must reside upon the hote- 
stead or pre-emption six months in each 
of six years from the date of homestead 
entry (including the time required to 
earn homestead patent) and cultivate 
fifty acres extra. 


A homesteader who has exhausted his 
homestead right and cannot obtain a pre- 
emption may enter for a purchased home- 
stead in certain districts. Price $38. 60 
por acre. Duties.—Must reside six 
months in each of three years, cultivate 
fifty acres and erect a house worth 
$300.00, 

W. W. CORY, 

Deputy of the Minister of the Interior. 


.— Unauthorized publicat; ™ ad this 
advertisement will not be pai 


OVER 65 YEARS’ 
EXPERIENCE 


PATENTS 
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The 
Paisley Shawl 


Story of Return to Right- 
ful Owner 


By CLARISSA MACKIE 


it smelled of camphor and attar of 
foses when Camilia Atwvuod lifted it 
from the chest where It bad tain for 
many years. The Paisley shaw! bad a 
little history of its own, and Camilla, 
sitting in the sunny western winduw 
of her sky room, spread it io ber lap 
and tried to recall what ber mother 
had said about it. 

Years befvure, when Camilla was 
quite a little girl, the Atwuods had 
been driving along a country rovd 
when they discovered the beautiful 
ehawi lying in the dust, where it had 
no doubt fallen from some passing car 
riage. 

When Camilla was twenty two her 
father failed in business and lived but 
@ short time, and as ber mother bad 
died some years before Camilia was | 
left alune to make her own way in the | 
world. That was why she was occu- 
pying this sunny top floor room in a 
city boarding house. She taught 
French und music in a private schoul, 
and the slender salary she received 
Was sometimes eked out by engage- 
meuts to play at musicales at the 
bomes of ber pupils. 

She expected tu play tonight at the 
Channings', and she had spent all ber 
spare time since 8 o'clock in furbish 
ing up ber one evening gown, cleaning 
ber white gloves aud carefully darning 
a small tear in ber small black slipper, 
Cawilla bad sadly lacked a cloak to 
weur on these occasions, and she was 
ashamed to appear again in ber faded 
raincoat, That was why she was sit- 
ting up the fluor before the old cam: 
phor wood chest looking speculatively 
at the Paisley shawl. 

Suddenly she sprang to her feet and 
shovok out the fuids of the shawl. It 
billowed away in \ustrons tints of red 
and brown and gold and green. Ca 
milla caught it up, dropped one fringed 
corner over ber biack mist of hair and 
gathered the rest of it over her arma 
and about her slender figure. As she 
surveyed berself in the mirror a swift 
biusb of pleasure at ber own loveli 
ness heightened her beanty. Her dark 
eyes shone like stars, and a charming 
smile played about her tender tips. 

She was gving over her evening's 
repertoire when the whistling tube 
warned her that Mrs, Channing's car. 
riage was at the duvor. With a last 
glance at the refiection of her tall, 
gtaceful form clothed ip filmy black, 
with a string of tiny pearis at her 
throat, Camilla draped the Paisley 
shaw! about her shoulders and went 
dowustairs, 

The evening was much like other mn- 
sical evenings, and when it was vvei 
Camilla declined to partake of refresh. 
ment and was glad to re-enter the car. 
riage which waited to take her hume. 

Just as the carriage was turning into 
the uptown cruss street where Camilla 
lived there was the sound of an auto- 
mobile born, hoarse shouting and then 
a sickening crasb as the burses swerv- 
ed aside and swung the vehicle against 
@ tamppust 

Camilla was flung from side to side 
of the softly padded carriage, but suf- 
fered no injury beyond a severe shak- 
ing up and a violent fright At tast 
the babel of confusion outside ceased, 
while sume one furced open the dvor. 
A man's hatless head and a pair of 
broad shoulders were thrust within. 

“1 bope you are not hart?” be queried 
anxiously. 

“No, not in the least. What bas hap- 
pened?” asked Camilla in ber turn. 

“A motorcar frightened your horses, 
and they shied aud threw the carriage 
against a post. May | assist you to 
alight and call another carriage for 
you?" 

Camilla placed her hand in his and 
descended to the pavement, where a 
crowd had gathered. The motorcar 
was puffing impatiently op the other 
side of the street, and the cuachman 
was striving to quiet the restive 
borses. At a little distance an am- 
bulance was backed up tw the curb, 
and a couple of white clad hospital 
doctors were bent above a furm op the 
pavement 

“Bome one bas been injured,” cried 
Camilla as she moved toward the am- 
bulance. The tall man with the broad 
shoulders kept beside her as if to pro 
tect her from the tnquisitve crowd. 

“Yea. Ap elderly woman was cross 
ing the street at the Ume, and, while it 
is not believed that that carriage struck 
her, we think she has been #0 thurongh- 
ly frightened tbat it nas resulted in # 
shock of sume surt.” 

“Ob, are they going to take ber to « 
bospitai?’ asked Cawilla as they drew 
@ear. 

“They were, but as my offre tes 
close by | Bave persuaded them te 
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turp the case over tu me. 1 am & prty- 
sician, yon know, and the wuman beg: 
ged eo hard not to be taken to a pub- 
ie institution that | could not resist her 
appeal.” 

Camilla turned and, looking up at 
aim, found his glance resting on her 
with unmistakable admiration He 
hastily turned his eyes away and bent 
over the woman on the pavement. 

“I think | can carry her in now,” he 
enggested, and as one of the attend 
ants started te throw a sheet around 
the shrinking old form he added, “Tl 
send into the house for a rug.” 

“Oh, take this,” eatd Camilla, and ia 


en instant she had tossed off the Pats 
fey shawl nnd was wrapping it abou 
the injured woman. 

Shivering tn the night air and blush 
ing at the publicity which ber itmpub 
sive act had occasioned, Camilla. meek. 
ly followed the doctor’s tall form as 
he strode along to where a red tantera 
gieamed above a stone dourway. 

“Here we are!” be annuunced cheer 
fully, and at his direction Camilla 
pressed a button which vopeved the 
front dvor like magic, and they were 
bathed in the grateful warwth of @ 
long, red lighted, crimsun carpeted 
ball. 

The physician turned aside into a re 
ception ruom and iaid the woman on a 
leather couch. Sbe was a small, meek 
looking little budy, with snow white 
bair, from which a shabby little bom 
net hung disconsulately. Her vld tash: 
foned mautie was thin and worn, and 
a shabby piece of mink fur was tied 
about ber throat. Her eyes were 
bright and shining, and her thin hands 
caressed the fuids of the Paisley 
shawl which the physician was care 
fully withdrawing from her form. 

“How beautiful it is!” sbe sighed re 
gretfully. “It seems so like vid timed 
to have the ‘feel’ of It between wy tin 
gers." She clused ber faded eyes, aud 
two tears trickied down ber wrinkied 
cheeks. 

“1 wish you would keep {t fora few 
days,” said Camilla witb anvther im 
pulse to pity, “uniy—1 dun't see buw | 
am to get bome.” 

“Oh, if | might just have It to look 
at! It is sv much like one | owned 
many years ago! You will scarcely ve 
eve me, my dears, but once | lust @ 
Paisley shawl from my own carriage~ 
it was a gift from my husband -aud t 
never recovered it" The vid woimnuy 
pressed the shaw! with luving fingers, 
which threaded the silken fringe witb 
little struking movements of delight i 
its very touch, ne Sith 

“What shall | do, doctor?” asked (‘a 
milia in perplexity... “I would deariy 
love tu gratify her desire.” j 

“She will be bere at the most for 4 
couple of days,” returned the physt 
cian gravely. “Youur beautiful shawl 
seems to have acted as a resturative im 
her case, and if sou care tu leave i 
here until she depurts | will-assure ou 
that it will be treasured. It in very 
beautiful. | can remember that my 
grandmother wore one like that.” 

He smiled boyisbiy, and the smile 
seemed to invade every feature of bie 
good tovuking fare Without more ada 
be stepped to a wardrobe and brought 
forth a long army cape of dark bing 
“If you will wear this home”— he sug: 
gested. 

“That is just the thing,” said Camilis 
as he laid it over ber shoulders aud she 
fastened it about her white throat. Sh¢ 
went over to the wowan tying on th¢ 
couch and took one of the thin bands iy 
ber own. ‘ 

“I hope you will feel very much heb 
ter at once,” she said sweetly, “| am 
going to leave my shawl with you 
while you are under the doctor's cure 

You will enjoy that?” 

“Indeed I will,” smiled the woman 
gratefully, “It looks like the one | lust 
so mauy years ago.” 

“Where did yuu lose it?” asked Ca 
milla quickly. 

“In a little New England village call 
ed Blakeford,” said the woman slowly, 
as if refresbing a iatent memory, “My 
husband and | were enjoying a driving 
tour through some of the country 
tewns, and | always carried my shawi 
with me.. It was so soft and warm aud 
80 rich in color that I loved to louk at 
it While we were passing throigh 
Blakeford our progress was interrupted 
by a cable message from abroad call 
ing us to the bedside of our only son, 
I suppose the shawl was dropped from 
the carriage during our mad rush te 
catch the only train that would con 
nect us with a departing steamer, 1 
did not miss it until we arrived in New 
York, and ! knew it would be too iate 
to recover it Your shawl is a perfect 
copy of my own. I suppose it is an 
beirioom.” 

“Tell me what year you lost your 
shawl,” requested Camilla with agita 
vn. ‘ 

“It was in 1883. I well rememher 
the date, for our son died, and theo 
my husband followed, and since theo 
my life has been one of Innelivess and 
bard work.” 

Camilia pressed the shaw! around 
the shrunken form, and she bent grace 
fully and kissed the withered cheeks, 
“It is your very own shawl come back 
to you across the years,” she whis 
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fn the viltage OF HinKerora In the rear 
1888, and Dr, Lindley stood near, nn in- 
terested listener, His eyes more often 
tested on the animated face of the 
beautiful girl, and he appearéd to be 
rdicuiously pleaked when the old wo- 
man fnsisted on introducing herself as 
Mrs. Benton, the widow of a once 
prominent financter, and then introduc. 
ing Camilla and the doctor in the most 
formal manner. 

It was early in the morning when the 
doctor called a carriage and Camilla 
entered it to return tu ber boarding 
house. She was without the gorgeous 
Paisley shawl, but wrapped tn the long 
military cape that smelled of tobacco 
she did not seem to miss the richer 
garment. The room on the top floor 
seemed bathed In a rosy glow. and a 
little song rippled In ber heart Ca- 
milla did not know why she was se 
happy. 

It came out beantifnlly tn the end. 
The doctor fell in tove with Camilla 
Atwood, and old Mrs. Benton came and 
kept house for them. The doctor said 
that he and Camilla would have met 
somewhere, somehow, in the world any- 
way, but his wife maintained that If it 
had not been for the Paisley shawl 
they never would have met each other. 


Religion In India. 


As an example of the triumph of re. 
ligious ecstasy over bodily torment ‘t 
would be hard to beat the followiag 
story: 

In the ce-tral provinces of India 
an illiterate peasant named Lachman 
abandoned fi:'d labor for the ascetic 
life. One morning he appeared before 
the head priest of a temple where he 
was accustomed to worship, saying 
that Ke had cut off his }.7t hand 4s 
an offering to the god. Evidence of 
the truth of his assertion was there in 
the stump of the arm, which was 
bleeding profusely. A ligature was ap- 
plied, the police were informed and 
Lachman was taken to the dispensary 
where the civil surgeon operated. 

The hand had apparently been hack- 
ed off by three rough strokes.” Tha 
man said he felt no pain and feared 
no harm; Rama would look after him 
for the rest of his days. He refused 
chloroform for the operation; he waa 
sure it would cause no pain, for be 
had felt none when he cut off the 
hand. He remained quiet and looked 
on calmly while the civil surgeon was 
at work, and similarly during a second 
operation, rendered necessary by the 
hemorrhage. On the following morn- 
ing he appeared pleased and cheerful, 
declined to attend daily for dressing, 
and departed on tés way in sereng 
confidence. 


Obliging Him. 

Arthur Roberts,*the famous Englist 
comedian, like most celebrities of the 
stage, was from time to time pestered 
by would-be actors who had an idea 
that they were born geniuses. (ne 
young man was particularly persist- 
ent in his attempts to see Mr. Rob- 
erts, and wrote him frequently asking 
for advice as to how he could get on 
the stage. 

Mr. Roberts politely advised him 
to give up the idea, but the young 
man would not do so, and began 
haunting the stage-door cf the thea- 
tre, until at last the comedian could 
stand it no longer. The aspirant was 
invited in one evening, and Mr. Rob- 
erts met him on the stage after the 
fall of the curtain. 

“You are the gentleman who wants 
to know how to get on the stage?” be 
said. ‘Well, isn’t it simple? Isn't it 
easy? You’re on it now! No, not a 
word of thanks! I’m delighted, -I'm 
sure! You'll find it just aa easy 
get off. Good night.’ 

‘After that he was left in peace. 


A Dangerous Habit. 

A sharp English nwyer who made a 
specialty of insolvency proceedings 
once ubserved tu u client that keeping 
books was one of the worst habits a 
business man cuould fall into. The 
Krupps of today must be somewhat of 
this opinion alteut correspondence 
since the discovery of a letter written 
by the Krupp of 1868 recommending 
his guns to Napoleon IIl. as just the 
things the French army needed.—Hus 
ton Transcript. 


Frank and Just. 

Frank Juszkiewicz, a lolisb interpret- 
er on Bilis island, secured from Jus- 
tice Pendleton of the supreme court an 
order permittir; bim to change his 
maine to Just. 

We think Frank Just did just right. 
To be fran) and just when you go to 
bed, no watter at what hour, is a feat 
that puts other miracle, in the back 
of the stage. —New York Sun. 


oe 


Lemon Peel. 

Lemon peel should be pared off 
jemons very thinly. The pith onder 
the yellow is bitter and not used ai 
all in coukery. Only the thin yellow 
rind and juice should be used. 


Barbers in Austria. 

In Austria ap apprentice barber must 
serve four years before he is a jour- 
neywan, They are paid 41 cents a 
week for the first year, 61 cents the 
second, 81 cents the third and $1.2 the 
fourth. They get gratuities from cus- 
tomers besides. Austrian barbers ob 
ject to the American barber chairs 
because they compe! # barber to stand 
erect while shaving a customer, when 
they are ased to stovping over. in 
Prague the charges are for a shave ¢ 
to 12 cents, bair cut 8 to 22 cents. 


CRISIS FOR ENGLISH GIRLS, 


Neithe. Money Nor Caree-s Open For 
Mcry of Them. 


Every year the question, of m.rriagy 
fs becoming more and more difficult 
fos men as well as for women, -ays 
Lady Aberconwny in The New York 
Times. Men naturally hesitate to take 

niless girls frum luxurious homes. 
omen demand from men a purer 
life, a more ideal pose. ius, tearing 
to marry, men drift into bachelor hfe, 
where the affections are cold stored; 
women find themselves in it.creased 
numbers stranded on narrow 11 comes, 
with no training, no occupation, aud 
no means of bettering their lot. Even 
in the most favorable case where a 
girl is loved and won by a husband 
who is not only wealthy, Lut beloved, 
t*> penniless wife enters his house 
as 9 dependent and not as a partner. 

How different is the case in France, 
where almost every woman has her 
dot; where the first thought of par- 
en's at the birth of a girl is to save 
enough for her so as to ake her in- 
dependent of marriage if need be, and 
if she desires to isarry, give her 
financial help in founding a new 
family, in the affairs of which rhe ie 
an honored partner, and not a mere 
dependent. 

If the daughter’s dower deprives 
sons of an extra share of their pater- 
nal inheritancs, each man who mar- 
ties finds his wife possessed of a 
comfortable sum to help the house- 
hold, and thus the property of the 
pair is not markedly I:ss than we 
find on the average in England. But 
an immense difference \‘es in this; 
that instead of the family fortune be- 
ing the exclusive property c! the hus- 
band, the wife is a partn_r, and has, 
by the law of ‘“‘Communite des 
B'ens,” an equal share in all the 
family possessions. Tl.is arrange- 
ment brings incalculable happiness 
to women in conferring dignity and 
independence. 

Any father who cannot give hia 
daughter a dowry ought to see that 
she. is taught a profession or business, 
prefer.bly his own business or pro- 
fession. Every shopkeeper ought to 
train his daughter in commercial 
knowledge; every architect, artist, de. 
corator, doctor, lawyer, and chemist 
ought to do all in his power to teach 
his daughters what he knows, so that 
they may become useful and inde- 
pendent members of society. As the 
set their sons up in business by ad- 
vances of capital, fathers should not 
forget that a similar help might be a 
precious boon to unmarried daugh- 
ters. Instead of going as a house- 
keeper or companion, a girl with a 
little capital might set up a laundry 
or a school of a dressmaking estab- 
lishment, or, indeed, launch out into 
any paying business in which she 
ha’ knowledge or talent. 

When we come to the gentry, who 
may dislike to see their daughters en- 
gage in trade, there is still an enor. 
mous field in estate management, for 
which women might be specially 
qualified. There ought not to be a 
landowner in the country who does 
not instruct his daughter in farm 
management and agricultural affairs. 
Every woman ought to be capable of 
managing her own land if she has 
any, and even if she has no landed 
property of her own, a very moder- 
ate capital would enable her to rent 
a small holding and to grow farm 
produce for the market, or to keep a 
dairy or a poultry farm. There is 
also a great opening for fruit and 
vegetable culture in this country, One 
of the prettiest and smartest women 
of fashion in London makes no less 
than $2,000 a year net jrofit by the 
sulture of carnations. 


Women Angry at Short Term. 


Because a’ woman known am 
“Queenie” Gerald, pleading guilty to 
violating the “white slave” law, was 
sentenced to only three months,. while 
suffragettes are thrown into prison for 
long terms for breaking windows and 
throwing acid into pillar letter boxes, 
intense indignation has been mani- 
fested by suffrage supporters. One 
of many letters to the newspapers 
said: 

“The deputy chairman of the Lon- 
don sessions offered the suffragiate 
and their friends the deepest insult 
possible by sentencing this notorious 
member of Mrs. Warren’s profession 
to such a short term for trafficking 
in human flesh and blood, while Mrs. 
Pankhurst and a few other noble 
women are being done to death for 
merely trying to get in a position to 
force laws which would put an end to 
just such a vile trade as the Gerald 
woman plied in a Piccadilly flat.” 

The police raid on “Queeme” Ger. 
ald’s establishment was highly sen. 
sational and had so much vablicity 
that the contrast between her seon- 
tence and those of the suffragettes 
‘vas quickly noticed, 


Nelson’s Hand at Teneriffe. 


Nelson’s left-handedness was ap 
attainment of which he could be leg 
timately proud, as he was. J. G. 
Gren tells a story of the admiral’s 
visit to Great Yarmouth to receive 
his freedom of the borough. “A 
storm met him on his landing, but 
the danger failed to prevent his ap 
pearance on the quay. When the free 
man’s oath was te to him the 
town clerk noticed that the hero plac 
tN ae ag rer 

mpropriety 6a) 
"Your right hand, my lord," aera) 
observed Nelson, ‘is at Teneriffe’,” 


Julius Caesars. 


There are at least two “ulius Caes 
ars in London—one a chemist in Pad. 


t 
ames. and the other a Hoibora 
Vv pearl merchant. 


* 
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GETS POST ON MERIT 


L1,.COL. STUART FIRST MARKS 
MAN TO COMMAND TEAM, 


Militia Officer In Charge of Canada's 
Quota In England This Year Is an 
Enthusiastic Rifle Shot and Holds 
a Lesding Place 11. the Dominion 
—Has Made the Trip to the Old 
Country Several Times. 


The commandant of Canada’s team 
of marksmen at Bisley thie year is 
Lt.-Col. Duff Stuart, of Vancouver, 
commander of the bixth Regiment, 
D.C.O.R. He is one of the most en 
thusiastic riflemen of the Dominion 
and won his place on the team at the 
Dominion Rifle Association meet here 


LIEUT. COL. J. DUFF STUART. 


last fall. Owing to his appointment 
as commandant he will not shoot at 
Bisley in the National Rifle Associa. 
tion matches as it is not customary 
for the commandant to take part in 
the actual shooting. 

Lt.-Col. Duff Stuart is the first com- 
mandant to win his place on the team 
by actual marksmanship. He has 
been for many years a familiar figure 
here at the matches of the Dominion 
Rifle Association and is recognized as 
one of the leading marksmen of the 
Dominion. He has been several times 
to Bisley. 


The .Actor Acted. 


Mr. Stephen Phillips, who is famea 
a3 a dramatic poet, was »t one time 
on the stage. He applied to Mr. 
F. R. Benson for his first engagement, 
and when he had been accepted Mr. 
Benson gave him a few words of ad- 
vic> on the dramatic art, which were 
as follows: ‘‘The great thing for an 
actor is to act. It does not matter se 
much what the words are which the 
actor speaks as the impression he 
conveys to the audience by those 
words.” Having given this advice, 
Mr. Benson gave Mr. Phillips the part 
of Balthazar in ‘Romeo and Juliet.” 

The debut of Mr. Phillips could 
hardly be termed a success. Tie part 
was only short, but it was of some 
importance, for it is the duty of Bal- 
thazar to tell Romeo of Juliet’s sup- 

osed death and burial. On receWing 

is cue Mr. Phillips marched on the 
stage and in accordance with the 
character he was playing fell st 
Romeo’s feet. But when he came to 
speak his lines he “dried up.” Romeo, 
ip the person of Mr. Benson, was com. 
pelled to come to his assistance and 
deliver the rest of the speech while 
Balthazar exhibited an agony of grief. 

Immediately the curtain fell Mr. 
Benson sent for Mr. Phillips and 
sternly demanded how }: dared ap- 
pear on the stage without knowing his 


part. 

With delightful naivete Mr. Phillips 
replied: ‘I was only doing what you 
told me.” 

“What do you mean?” demanded 
Mr. Benson. 

“Why, you said the great thing on 
the stage was not so much the words 
you speak, as to act. 
acting |” 


Durbar In Nigeria, 


Sir Frederick Lugard, Governor of 
Nigeria, has sent to the British Colon- 
ial Office an extraordinarily vivid de- 
scription of a most picturesque gather- 
ing of emirs and chiefs at Kano on 
New Year’s day. Kauo is a famous 
ancient city, with written records for 
800 years, in the heart of Northern Ni- 
porta, It is enclosed by walls 20 to 50 
eet high and twelve miles in circum- 
ference. Hither the emirs with their 
horsemen and followers gathered from 
all parts of the province, and the 


durbar was held in the apres plain . 
a 


outside the city walls. ny horse 
men were entirely in chain armor, 
and cloths of gold and many colors 
gave a brilliant and varied appear. 
ance to the scene as each tribal con- 
tingent passed before the British gov- 
erno 


r. 
Most remarkable, rhaps, of al) 
was the presence of ds of almost 


aege pagans whe had come out of 


The World's Religions. 

There are of all varieties about 
400,000,000 Christians tn the world 
The Buddhists number 600,000,000, the 
Mohammedans 800,000,000, the Confu- 
clang 100,000,000, Hindus 200,000,000, 
jeaving about 1,000,000 suvages or 
semicivilized, whose theological opin- 
lons, if they bave any, it would be 
diMcult w classify. 
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In Search of 
Simplicity 


| 


And Found More Than She 
Had Expected. 


—_—— 


By CONSTANCE B’ARCY MACKAY. 
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It was a clear October day. Fift! 
fvenue was radiant with sunshine 
Mrs. St. Aubyn, standing at the Frencl 
window of her pretty little breakfav 
room, noted the blueness of the sky 
and the bright color of some autumt 
leaves that drifted by on a puff of 
wind, 

Below in the street a girl walked 
briskly, her cheeks gluwing from tht 
‘keen touch of the air. A newsboj 
whistled blithely as he loitered on thi, 
corner. An old woman passed, a bas , 
ket on her arm. It was filled with ap j 
ples, rosy and fresh looking as if they 
had just been shaken from the treef 
or gathered from the frost starred 
grass of an orchard. An orchard 
Mrs. St. Aubyn smiled. How long wai 
it since she had roamed in one? T'wen 
ty years at least, for Mrs. St, Aubyt_ 
was thirty-seven. 

Twenty years of dinners and teat 
and dances, of summers passed af 
Newport and winters spent in idle filt 
lings from Paris te London aud fror , 
Wondon home again! Luxury had 
smoothed Mrs, St. Aubyu’s path, and 
time had touched her lightly. Her tig 
are was as siender and supple as $ 
girl’s, and there were thuse of her ac 
quaintance caustic enough to say thal 
during the period of her wourning sh¢ 
had prolonged the wearing ot widuw't 
weeds because biack set off ber ambet 
solored hair and dazzling complexivn- | 
a clear ruse aud white that still defied 
the aid of cosmetics, 

“An orchard!” repeated Mrs. St. Au , 
byn, looking after the old appie wom , 
an, who had hobbied to the crossing , 
“Il wore my hair in a braid then, | re; 
member, and a big frilled sunbounet 
Gow fresh and wonderful the world 
seemed in those days! It’s su long age 
that I've almost forgotten what rus 
ticity is like. And yet”— | 

She paused. A sudden longing for 
the country touvk possessiun of ber—fout | 
the real country, where no smart, high | 


‘ 


seated traps met the incuming train, | 
where roads wuund between tields, not 
jawns, and where the air was full of . 
autumn scents and sounds, the smell. 
of earth and withered grass, the rus | 
tle of dry leaves underfoot. She turn- , 
ed abruptly from the window and witb 
8 swiftness that denvted decisivn 
crossed the room and rang the bell. 

Prompt as a trapdvur fairy Antol- | 
nette appeared. 

“I am not going shopping, after all,” | 
gaid Mrs. St Aubyn. “And you may. 
telepbove to the dressmaker that I | 
can't keep my appvintmeut fur this 
afternvvun.” 

Antoinette opened her brown eyes, 
wide in astonishment. She would have | 
opened them still wider an bour tater | 
had she seen Mrs. St. Aubyn seuted in, 
a car whose general dinginess pro- | 
claimed its acquaintance with ubscure 
places off the general line of travel, 
Instead of well groomed tommuters | 
and their wives there were meu whuse 
clothes were a bit rusty and women | 
whose buiky satchels and bags bore | 
witness that they bad been to spend a | 
week with daughter in the city. Wide | 

| 
| 


| 


eyed children clung tenaciously to dolis 
and bananas, crying babies were vehe- 
mently urged to “look ont the window 
at grandpa,” and when the train began 
to move gvodbys were said-with an 
abandon which half amused, haif 
stirred Mrs. St Aubyn. Ip her world 
tepressivn was the law of life. It was 
long since she had been iu touch witb 
the simple, homely things of existence. 

“To think that this actually occurs 
fn New York!” she murmured to her- 
self and then laughed a little guiitily, 


| come today?” 


| came.” 


| the long light of afternoon. 


houses, past the genera store ana on 
to where the fields widened and stretch. 
ed away to hills whose summits were 
4 misty blue, Blackberry vines, rusty 
with fall, tangled at the roadside, and 
here and there asters glowed like a 
purple fame, At the far edge of the 
village ‘outskirts she came to a rain- 
bling white house. Grass grew knee 
Jeep in its yard. Its windows were 
shuttered. Its door bore a placard, 
“For Sale.” Over fts porch the bare 
tendrils of a honeysuckle vine stirred 
with every passing wind. By a path 
‘till faintly discernible through a net- 
vork of weeds Mrs. St. Auhyn took her 
way to the orchan, There me ame 
upon a sight which held ser store atill 
with amazenient. 

“Jimmy,” cried Mra. St. Aubyn, 
“what in the world ‘are you doing 
here?” 

Jimmy Vanringcourt furmosk the ap 
ple for which he had been reaching and 
colored to the roots of his iron gray 
hair. Then be came forward. 

“My dear Helene,” he exclaimed 
“who ever would have thought 01 see 
ing you" 

“I came by the noun train,” said Mra 
St. Aubyn. . 

“Ah! And I by the one before it 
Hasn't changed much, has it,” he con 
tinued, nodding tuward the vld house, 
“except that the grass is ragged? If 
looks just the sume as that summer 
you spent bere with your uvnt. Have 
you ever been back here since?” 

“Never,” said Mrs, St. Aubyn, flush 
ing. 
“Nor I. Strange, isn’t it, that wo 
sbould meet? What prompted you te 


“Oh, I don't know. I think the social 
merry-go-round bas begun to pall. [ 
got so tired of people and things, and 
1 wanted to get away from them.” 

There wus a moment's silence. The 
wind stiered the falien leaves with a 
soft rustle, and a bit of thistledown 
floated lazily by. 

“1 thought,” said Mrs. St. Aubyo 
presently, “that you were in Kurupe.” 

“So | have been for the last six 
mouths. 1 got back yesterday. Aud 
this morning I bad the strangest long- 
ing to see this old place, und su [ 


“I'wo worldlings in Arcady,” langhed 
Mrs. St. Aubyn, “and hunger reminds 
me that | have brought a junch.” 

“Gvod!” He spread his coat out on 
the grass. “Will you sit here? And if 
you don't mind waitiog a bit I'll go to 
the village aud skirmish for a kettle 
and some tea.” 

“And two teacups would be au ad- 
junct also.” 

“Vl try.” said Vanringcourt. 

They tunched in gypsy fashion, the 
kettle singing over a fire of twigs, 
while the giow of midday softened inte 


“A mellow tight to see visious by," 
observed Vanrinugevurt, 

“Visions!” 

“All day I've been longing for a 
glimpse of a girl that | used to know. 
She used to wear a pink linen gown 
and ber bair in a braid aud carry a 
frilled sunbonnet on ber arm. The last 
time | saw ber this orchard was ali ip 
bloom, and sbe promised to love me 
for ever and ever, and in token of that 
we exchanged rings made of grasa.” 

“My dear Jimuy,’ protested Airs. St. 
Aubyn. 

Vanringcourt fumbled in his pocket. 

“There it is,” be said, smiling whim 
sically. 

“How asbsurd,” said Mrs. St. Aubyn, 
but her vuice trembled. 

“Yes, isn't it—to cherish that litle 
bit of dried grass as I’ve cherished 
nothing else on earth, although the girl 
that gave it to me decided six months 
jater that love in a cottage was only 
another name for folly and that money 
and position were what counted most? 
For, you see, in tbe meantime, like the 
fairy godmotber in the nursery tale, a 
rich relative had come and whirled ber 
away to town, and when next I saw. 
her the wild rose bad become an Amer 
ican Beauty, the greatest success of a 
brilliant social season. Voila tout!” 

“But you"— 

“Ob, yes, | know. I’ve had success 
too, I've gained it. I’m counted fur 
tunate as the run of men go, yet the 
thing I've wanted most I’ve never bad, 
Nothing else every really mattered ex- 
cept the girl | knew in this orchard. 
All my life and all my heart have been 


empty because of her.” 
“It was spring then, and it is autuma 
now.” 


for under ber munvugrammed: morocco 
bag there reposed a neat bruwn paper 


: 
g 
Z 
z 
= 
= 
E 
Fe 


parcel containing chicken saudwiches 
and a bottle of olives that she had 
paused to buy at the station in the 
-breatblessness of her flight Houught 
at the:station! With what borrified 
ebruggings would Antvinette have 
protested had she knuwn, and with 
what ejaculations would she have cum- 
plained against the crowded stuttiness 


” of the train! 


“Fairview!” called the conductor, 

Mra. 8t Aubyn looked at ber time 
table. Four stations more! 

It was noon when she stepped out 
at Meadowbank, The narrow plutform 
was deserted save for a young tele 
graph operator, who looked apprecia- 
tively at Mrs. St. Aubyo’a tallor made 


“The glory of the year,” said Vam 
ringcourt. 

“But in these last few months you've 
never even written to me, you've neve 
er said you remembered or—or cared.” 

“1 waited till the moment came when 
you found things empty, as you have 
found them .today, till you knew that 
your golden apples were only Dead sea 
fruit. You refused the boy’s love that 
was offered you in the springtime 
Will you take the man's love that | of 
fer you nov, Helene?” 

“Oh, Jin,.my!" she began, and then 
ber eyes brimmed and speech falled 
ber, but she reached out 


KS Sy crises 
aaa a ee ESS ee 5 en eer eeD 
i SSSSSSeSeEese 


THE BREADFRUIT TREE. | 


(te Meat When Cooked Tastes Like 
Mashed Potatoes and Milk. 

One of the gifts of the eastern trop 
fen to the western is the breadfrult, 
which is now extensively planted in 
the West Indies. This can be done 
only by cuttings, as the cultivated va- 
riety develops no seeds. In the wild 
form the chestnutlike seeds are eaten, 
but the pulp is disregarded. The tree 
is of moderate height, but spreads a 
broad crown of large, ragged edged 
glossy leaves, making an excellent 
shade. 

The fruit, which ts a compound of 
the massive clusters of blossoms, is 
about the size of a cocoanut and is in- 
cased in a rough rind. This, when 
baked in bot embers or tn an oven, 
broken open and scooped out with a 
spoon, tastes like mashed potatoes and 
milk or like sweet bread, which it also 
resembles in appearance. It is a little 
fibrous toward the center, but else- 
where is quite smooth and “puddingy.” | 
Sometimes a curry or stew is made of 
it, and it goes well as a vegetable with 
meat or gravy. “With sugar, milk, 
butter or treacle," Wallace wrote, “it 
is a delicious pudding. having a very 
slight but delicate and characteristic 
flavor, which, like that of good bread 
and potatoes, one never gets tired of.” 
It is also bigbly nutritious. 

The genus (artocarpus) contains sev- | 
eral species, one of which, the jack. 
fruit, is also cultivated for eating. The 
timber of the tree fs also useful, the 
bark can be prepared for s sort of 
cloth and the sap. forms, when bolled 
with oil, a mucilaginous liquid very 
useful for making the seams of wood: | 
en pails, canoes and the like water 
tight—Harper’s Weekly. 


EMERSON IN OLD AGE. 


Even His Failing Memory Could Not | 
Mar His Amiability. 

In Dr. J. K. Hosmer’s “The Last 
Leaf,” there is a pathetic picture of | 
Emerson in his old age, when his mem- 
ory had failed while his other faculties 
remained strong: “] bad as a fellow 
guest a man who had long been Inti- 
mate with him and whom he was very 
glad to see. Talking after tea in the) 
library, Emerson said: ‘] want to tell 
you about a friend in Germany. His 
name I cannot remember,’ and he 
moved to and fro uneasily in his effort 
to recall it. ‘This friend with whom 
we have taken tea tonight, whose 
name also I cannot remember’—here 
again came a distressed look at the/| 
failure of his faculty—‘l. cannot re- | 
member bis name either, but be can' 
tell you of this German friend whose | 
name | have also forgotten.’ 

“It was a sorrow to see the bri aking 
down of a great spirit and his agita- 
tion as he was conscious of bis wan- 
ing power. And yet, so fur as | could 
see, it was only the memory that was 
going. The intellectual strength was 
still apparent, and the amiability of 
bis spirit was perhaps even more man- 
ifest than in the years when be was in 
the full possession of himself. 

“This came out in little things) He 
was overanxious at the table lest the 
bospitality should come short, troubled 
about the supply of butter and apple 
sauce, and svon after | saw him on 
his knees on the hearth taking care 
that the fire should cateh the wood to 
abate the evening coolness that was 
gathering in the room.” 


| 


The Rooks and the Seagulls. 

A Dover correspondent reports a cu- 
rious incident which was witnessed at 
a farm at Elms Vale, on the contines 
of the borough A flock of seagulls fly. 
ing inland bad taken possession of a 
newly sown field and were pecking 
away, whev a still more numerous 
flock of rooks swooped down and at- 
tacked the gulls The rooks, being 
about two to each gull, flapped and 
rushed the gulls notil they withdrew 
to a fleld some distance off The vic- 
torious rooks then proceeded to enjoy 
themselves in the field, having first set 
What were apparently sevtries along 
the side of the feid. It was amusing 
to watcb these sentries bustling away 
any gull which strayed too near. It 
has been noted by naturaliste that this 
setting of sentries is in accordance 
with the habits of rovks.—lLondon By 
stander 


Origin of Two Familiar Proverbs. 

It was the habit of the great Greek | 
pulnter Apelles never (o jet a day pass, 
buwever busy be «hanced to be, with. | 
out practicing his land by tracing the | 
outtine of some object, a custom which | 
has now passed into a proverb—"No 
day withont a jine.” He also made it 
a rule, when he had finished a canvas, 
to exhibit it to the view of those who 
visited bis studio, while he himegeit, 
hidden behind the picture, would listea 
to thelr comments It is said that once 
a shoemaker censured him for baving 
painted a pair of shoes with one latch- 
#t tou few “Next day the shoemaker, 
revisiting the studio, saw that the 
painter sad corrected the mistake, Ge 
then began to criticise the leg of the 
portrait, upon which Apelles caine for. 
ward and reminded him that \a shoe 
maker should not go beyond the shoes, 

piece of advice which has aixo vrys- 
Nised ip 


fis 
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SANCTUARY IN ENGLAND. 


The Principle Still Survives te a Lim- 
ited Degree. 
Much water has flowed under Lom 
don bridge since the British criminal 
could defy the strong arm of the | 


by the single expedient of escaping to 
the nearest church or hospital and 
claiming the protection of the “sanctu- 
ary,” for down to the early Stuart 
days Great Britain had thousands of 
just such refuges for the criminal, 
from cathedrals and royal palaces to 
scores of towns and cities, where the 
man guilty of felony could laugh with 
impunity at the officers of law and 
justice for a period ranging up to 
forty days. If within that time he 
chose to go before the coroner, clothed | 
in penitence and sackcloth, and con- 

fess his guilt, he was free to quit the 

realm without any hand daring to 

stay him. } 

Althongh no such asylum exists to- | 
day for the criminal, the principle of | 
the “sanctuary” still manages to sur 
vive. This privilege refers only to 
civil offenses and not to crimes as in | 
the olden days, and yet the privileges | 
are of considerable value. 

No clergyman can be arrested with- 
in the walls of his church or while he 
is going to or returning from his duty. 
Bishops and archbishops are still more | 
protected, for not one of them can be! 
haled before a magistrate even thongh | 
the cause is a crime, unless the king | 
especially commands It. Nor even up! 
to. the present time has any warrant 
an effect within the precincts of any | 
of the king’s palaces.—Chicago Trib. 
une. 


COLORS OF THE SKY. 


And Their Connection With Stormy or 
Sunshiny Weather. 

In “Our Own Weather” Edwin O.' 
Martin, after noting the indications of 
weather shown by barometric read- 
ings, the variations of the winds and | 
their meaning, the ever changing | 
forms of the clonds, shows how the} 
colors of the sky act as weather signs: 

Ordinary observation has gathered 
a great number of weather signs from 
simply the ever varying colors of the 
sky. Among the more familiar and re | 
Hable ones are: 

A bright blue sky is the sky of fine 
weather. | 

A bright yellow sky at sunset prom. 
ises winds, a pale yellow sky rain 
and a “sickly greenish” sky both wind 
and rain, A rosy sky at sunset prom- | 
ises fair weather, but a dark red sky | 
at sunset promises rain. A red sky in| 
the morning promises wind or rain. 
“A red sun has water in his eye.” 

“If the sun sets in dark, heavy) 
clonds, expect rain the next day.” 
Even a gray sunset indicates rain. 
But a gray morning indicates a fine 
day. 

“When the sun draws water rair 
follows soon.” 

And, finally, what in this connection | 
{t would be perhaps the most reproach. 
ful of all posible omissions not to men- 
tion: 


Rainbow at night, 
Bailor's delight; 
Rainbow in the morning, 
Sailor's warning. 


The Great White Shark. 

The man eating tish par excellence ia 
the great white shark. It is otherwise 
known by the natne of man eater. Oc | 
easionally specimens are seen on both | 
coasts of the United States, though ita; 
more customary habitat is in tropical | 
waters. This frigitful creature attains | 
a length of nearly forty feet, and it ts, 
able to swallow a man whole, This | 
fact is proved by an experiment which | 
sailors are fond of making, when such 
a shark \s captured. The skull being 
preserved, they amuse themselves by | 
crawling one after another through the | 
distended jaws. It would be unsafe te | 
do this, however, when the bead has, 
been freshly cut off, because under 
such conditions the jaws will snap to- | 
gether fiercely for some time after. | 
ward if anything is placed between 
them. 


Legend of the Moss Rose. | 

A German tradition gives the origin | 
of the moss rose as follows: An angel | 
came to earth in mortal guise. He 
sought a place of shelter and repose 


iWoman's World 


Mrs, Robinson First 
Woman State Senator. 


MRS. HELEN RING ROBINSON. 


Mrs. Helen Riug Robinson is the 
first woman to be state senutor and is 
the representative of the county and 
city of Denver in the Colorado state 
senate. 

Mrs. Robinson does not, howevea, 
like to be termed “senator,” nor does 
she wish any one to suppose for one 
minute that she has turned the Colo- 
rado state senate upside down. “Why 
shouldn't a woman be in the legisla- 
ture?” is ber answer to all questions 
pertaining to the oddity of ber office 
She discounts her accomplishments 
aud refuses to acknowledge that main- 
ly through her efforts the minimum 


| wage law and the, educational reform 


bill were passed 

“L introduced the minimum wage bill 
before the sennte.” she said, “but I 
¢annot and will not say, that it passed 
throven iny efforts Why, | was even 
too ignorent to draft the measure. I 
confess that if it hadn't been for my 
nasculine colleagues the bill could not 
hLuve passed. 

“One thing | did work for with spe 
cial zeal, however—namely, the ap 
poiptment of a woman to the commis- 
sion of three which investigated wages 
and the cust of living—and | was suc- 
cessful. ‘The minimum wage law in 
its present form doves not arbitrarily 
fix wages Conditions govern the regu- 
lation of wages.” 

The revision of the educational sys- 
tem which Mrs Robinson fought for 
provides a six months’ term as the min- 
imum length of a school term and @ 
Diuimuw salary of $50 for all teach 
ers. 

Tbe woman senator is a Democrat 
fin polities and was"elected upon that 
ticket. Her bardest fight, she says, was 
ip the primaries. For years Mrs. Rob- 
insop was a reporter on the Rocky 
Mountsin News of Denver. 


—! 


Jewelry For Summer Girl. 

The girl who possesses one of the 
dew tucky winkle bracelets should con- 
sider berselft furtunate, for they are 
truly pretty. They are made of little 
guid winkle sbelis held tugether by 


| slender chains, and inside each shell 


there is ap opal, pearl, turquoise oF 
wulwe vther gem. The vpal looks spe 
cially pretty, because it has the sem- 
biauce of an iridescent dewdrop, The 


| shells are beautifully modeled, and 


even the “grain” shows, 

Cural is very fashionable now and is 
used for all kinds uf jewelry, from pol 
fished pear shaped eardrops to carved 
Pieces set in brooches and bangles. 

A pretty bracelet seen the other day 
Was made of guid set with three 
carved pink coral roses, two swall and 
One large one. 

Auvutber new form of jewelry which 
sbvuld not be forgotten is the butterfly 
kind. It is made of real butterflies’ 
wings of the brilliant Brazilian varie 
ties set bebind rock crystal. 

A very pretty vecklet is made of nar 


after bis labors of love, but every door j row bars about three-quarters of ap 
was sbut against the heavenly visitor. | #acb ip length of bright blue butter 


At length the angel, being very weary, | fies’ wings attached by silver chains, 


sank upon the ground and over bim a | 
rosebusb spread like a tent. It caught | 
upon. its outspread leaves the falling 
dew which would otherwise have 
drenched the messenger of love. Wak- 
ing. the angel said to the rone; 
Thou hast yielded the shelter that map 
denied; f 
A proof of my love shali with thee abide 
And the green moss gathered about the’ 
atem 
While the dewdrops shone like a diadem 
Crowning the blushing flower. 


“The government throws all the ob 
solete army weapons in the junk pile 
They are unsalable.” 

“Seems to me the government gives 
very little thought to pleasing its cith 
tena.” 

“How now?" 


would result if they 


to # proverb, “Let the cob | weapons on the various battlefields for 
stick to hie ivet”- ny "he St- | tourists to dig up.”—Kansas City 
pal 


Whole buttertlies : -e treated in this 
way and are used as brouches, 


A Useful Picnic Stove. 

Picnic covking, if iu inexpert banas, 
will undoubtedly be better over a 
stove than au open fire, states an arti 
cle in “Picnic and Campiug” in the 
Jupe Woman's Home Companion. But 
you cannot carry a stove on a pic 
nic or camping expedition, nor need 
you. A piece of thin sheet iron thirty 
ancbes long by eighteen inches wide is 
all the stuve you want. This, taid 
across two little banks of earth with 
the fire between or two loge with the 
fire between, forms an excellent stove 
und uot only makes it unnecessary te 
‘wait for embers for good cooking 
e-aince the flames cannot reach the 
foud through the sheet tron—but ts ia 
fteif an excellent griddle for making 
wast aud Gapjacks, 


BEST ATTAINABLE IMAGE 
FROM DOCUMENT AVAILABLE 


v» 


* THE CHRONICLE, CROSSFIELD, ‘ALTA. 


club at Dresden. 

Put: To wait till called for. 

Doesn't mean to go? was Murga- 
troyd'’s sotto voice comment, We Wiil 
see about that. He made no com- 
mK however, beyond saying— 

want a guarantee in writing that 
you Will leave England before twenty- 
four houts have passed, and not re 
turn before ten years have parsed. 

Is not my word enough? 

No. 

Muller sat down, wrote the p-escrib- 
ed words, and signed the paper. 

Yurgatroyd took up his hat, stick 
and gloves, and put the documents, ex- 
cept the last mentioned, into his 
breast-pocket, then nod-ing to Muller, 
he left the room. At the end of the 
passage he found Inspector Murphy 
pacing up and down. 

Iam glad you have come, the latter 
said. My timeis up. Hope you have 
succeeded? 

Yes, I have got all I wanted—thanks 
to you, Inspector. 

Yes, I believe I had a little to do 
with it, I doubt whether I was right in 
letting that rascal slip through my fin- 
gers. 

Murgatroyd doubted it to, but did 
not say so. Instead he handed the 
paper Muller had signed to Murphy. 

You will see to that? 

All right, I will jog his memory if 
I find it failing. 

And Inspector Murphy was, as usual, 
as good as his word. 


MORE WOMEN THAN MEN 


They Throw Off Disease Moro Easily, 
That’e the Reason — 


The fact that in almost all cfvilized 
countries women outnumber men has 
been ascribed to the*higheér birth rats 
of girl babies; yet statistics show that 
105 boys are born to every 100 
girls. According to figures compiled 
by a Buropean statistician the girl has f 
a better chance than the boy of attain- Lee Wil} 
ing maturity. Mt its wy 

He finds that from the third to the 
fifteenth year the mortality for both 
sexes is the same; from the fifteenth 
to the nineteenth year the critical age 
for girls the girl’s chances are slight- 
ly better than the boy’s; from the 
thirtieth year to the thirty-fifth the 
mortality among women is smaller 
than among men,,and it continues 
smaller until the. seventieth year. 
for a decade and a half, the sexes 
once more lave the same chance of 
survival, but above 85 years of age 
woman again stands a much better 
chance than man. 

To account for this difference the 
Statistician points out that woman has 
greater resilienc> in shaking off dis- 
eases than man. It is true that the 

What makes you so sure of that, | physical strength of man is greatcr 
Halliday? The speaker had not join-|than woman’s but a woman’s power of 
ed in the conversation before. Han-| endurance is more robust. 
ley is not the man I should have} One reason for this is that woman 
thought to put his foot down unless] possesses a finer perception of her 
_ aa the ground on which he| power of endurance than a man, and 
stood, when her perception warns he ‘a- 

Hanley! You all talk Hanley! I| tigue she hg A man a 
tell you it’s all manner with him, that) stop until his power is exhausted. His 
confounded air of superior knowledge | nervous system is not as fincly organ- 
and concentrated wisdom. He i8|jzed as a Woman's, and as Mosso, the 
cautious enough, I grant you, but not/ Italian physiologist, has pointed out, 
farseeing; and caution which 18. 8) men and women are entirely depend- 
cheap sort of political wisdom, fails) ent upon their nerves for caution not 
where large issues are at stake. Be-|)to over-exert. While it is true that 
sides, this matter wanted a retained! women more easily contract many dis- 
pet ge Alan knows Hanley | eases, particularly nervous and men- 

’ ys tal diseases, than men, they overcome The Smallest Dynamo 

Halliday talks as if he were Lord| them with greater ease. A lilliputian electric aytiante perfect 
Chancellor, laughed Morriarty. Who in every detail, but weighing only « 
ore Saber kee facn aa A Siastay quarter of an ounce, was shown at 
ptt 4 work before the Paris Academy of 

What do you propose? inquired Ma- srechaaielan AMned "Teevet.- ‘Tails dy- 
son. are 

if namo is three-fifths of an inch long, 

BS crgiemtie ye yg eggs half an inch wide, ana three-fifths of 

‘ Opposition an inch high. The coil is :. quarter of 

si tt howe toiea th : snes an inch in diameter, and is wired with 

si five and_a half feet of sill. instilated 

and the party will be a it to t copper wire one-five hundredth.of an 

sawn Wiha Bagr  dedltepe tally eth inch in thickness. A tension is in- 

pitied ge! Abas anal i gigh ti dicated of 3.5 volts by a current of 

th— " 4 

—< ee a tn theo yasiaeln 0.2 ampere, but as to its power-there 

side. is no instrument sensitive erough to 

record it. While .at work -the toy 

machine made a sound like the -hum- 
ming of a bee. a 

an ee 

No man or woman should hobble 
painfully about because of corns.when 
so certain a relief is at hand as: Hol- 
loway’s Corn Cure. 


| Every Woman 


bubbling rensty which stim-,” 
ulates orgais and rids the: 
blood of impurities. ‘Rosy’. 
cheeks and vigorous health ‘ 
reward the daily use o 
Abbey’s Effervescent Salte, 


Take A Bottle Home 
To-day. 


UAUUCATTUTUUTUU A 


JOURNALIST 


By Morice Gerard 


sphere in dispute, it would be differ- 
ent; but they can’t, simply because 
we never had spnce to bury a full- 
grown infant. 


\ 


(Continued) 

Muller, seeing there was no alter- 
native, produced the key from a sec- 
ret pocket deftly concealed beneath 
the braid of hia coat. Reluctantly 
he opened the dispatch-box. As he 
did so, Murgatroyd noticed that he 
was holding his left hand in a sus- 
picious manner. There was the 
point of a small and a very sharp stil- 
etto sticking out from it, which hal 
doubtless lain in his pocket with the 
key. The journalist had no intention 
of feeling the point of that death-deal- 
finz little instrument. He sharply 
struck with his fist on the back of 
Muller’s left hand. The stiletto drop- 
ped. Murgatroyd put his foot on it. 
Muller turned and glared at him, a: 
if about to renew the personal con- 
flict. Murgatroyd was quite com- 
posed. 

I will keep that for my own, h> 
said. It will be an appropriate re- 
minder of you. 

Muller muttezed:a German oath be- 
tween his teeth. Then he opened 
the dispatch box more rapidly. His 
Mast bolt had been shct—unsuccess- 
fully. The box was full <f papers; 
at the bottom of which were ‘he Tran- 
salpian documents. Mulle: handed 
them over without a word. Murga- 
troyd looked them through and saw 
they were correct. A feeling of in- 
tense satisfaction took the place of 
the anxiety and suspense of the past 
few weeks. Muller read it and 
cursed again—more lhudly. It recall- 
ed Murgatroyd to the rest o* the tran- 
saction not yet completed. 

The other papers must be burnt. 

Not allofthem? Some of them are 
private to myself. 

How can I tell whether you are 
burning all or not? Either I must 
look them all through and choose or 
you must burn the lot. 

Muller hesitated for a minute or 
two. Then he threw all the contents 
of the dispatch box into the fire, stir- 
ring them with a poker while they 
blazed. Murgatroyd watching them, 
came to the conclusion that they were 
almost all the papers Jordan had de- 
scribed. When only a few ashes re- 
mained, Murgatroyd said— 

Now write the address you wish 
these papers to be sent to, indicating 
the ones he held in his hand. 

Muller wrote down the address of a 


Red Rough flands 
Made - a ee 


CHAPTER XII 
Thompson-Halliday 


A dinner party consisting of men 
only is not generally a yery lively af- 
fair, fr as a rule it means an object 
in view, although of course there are 
brilliant exceptions. Parliamentary 
dinners before the meeting of the 
Houses are not exceptions to the rule. 
Uniformity, not diversity is the bond 
which brings and keeps the company 
together, whether to attack or to de- 
fend. Mr. Thompson-Halliday, not 
being as yet of Cabinet or ex-Cabinet 
rank, or a prominent official, was re- 
ceiving his friends in Eaton Gardens. 
Covers had been laid for twenty, and 
it was not until cigars and coffee had 
circulated that tongues began to wag 
freely, and the restraints of a func- 
tion recognized in England as of sol- 
emn moment began to wear off. 

Mr. Thompson-Halliday was a 
short, stout man, well on the shady 
side of forty; to whom sudden opul- 
ence had given a snobbish air of self- 
satisfaction, which he would have 
lacked under more trying conditions. 
Good living had also begun to twinkle 
out of his small, quick, glancing eyes, 
and to indicate itself in his face gen- 
erally. All his guests were brother 
members of the Commons’ House of 
Parliament, in sympathy generally 
with his views, although not all sit- 
ting on the same side of the House. 
A Government generally has to face 
beside the legitimate Opposition, 
whose main duty is to oppose, the can- 
did criticism, and often the barely- 
concealed hostility of sectiqns of its 
own suppoi:ers, whose fads have been 
neglected, or whose private ambitions 
have been thwarted. Mr. Thompsc:- 
Halliday had a certain skill in amal- 
gamating apparently discordant ele- 
ments, and using the result to serve 
his own ends. He gave excellent 
dinners in London; he kept open house 
in the country, and his great wealth 
permitted a somewhat lavish expend- 
iture in assisting members in contest- 
ing constituencies, who would have 
gone uncer but for his opportune 
help. Pocket boroughs disappeared 
with the Reform Bill, but the machin- 
ery for influencing votes and opinions 
in the House of Commons is in full 
working order still. Mr. Thompson- 
Halliday had carried the art of influ- 
ence to a high pitch of excellence. 
He knew to a nicety where the shoe 
pinched, and hastened to relieve it; 
many members owed their seats to 
his timely assistance. He gave them 
absolute ro. but with the under- 
standing that xz m he, required their 
agsistance it uld be forthcoming. 
These were not the men he had been 
dining. They were his equals in mon- 
ey and position—in the latter at any 
rate—but for all that were not insen- 
sible to the argument of first-rate 
cookery, and a cellar of wine inherited 
by their host, and selected with con- 
summate skill.. 

Well, Halliday, what is to be the 
outcome of this Transalpian affair? 
Are you to lead the van of opposi- 
tion? It will take all the tact you 
have got to make your side appear 
patriotic. 

The speaker was Mr, Henry Mason, 
@ thin man who sat on the Govern- 
Nment side, but frequently voted with 
the Opposition. “Having a little tendency to Diabet- 

Your side! Our side, you mean Ma-) eg, I used a small quantity of sacchar- 
son, put in Halliday quickly. I know|ine instead of sugar, to sweeten with. 
you agree with me that the Govern-|1 may add that today tea or coffee are 
ment has put its foot in it this time.| never present in our house and very 

In fact it hasn't a leg to st.nd on, to| many patients, on my advice, have 
complete the metaphor, suggested Mor-| adopted Poatum as their regular bev- 
riarty, an Irishman who sat for an | erage. 


There are no dead flies lying 
about when 


WILSON’S 
FLY PADS 


are used as directed. Al 
Druggists, Grocers and Gener 
al Dealers sell them! 


(To be Continued) 


Minard’s Liniment Cures Garget In 
Cows 


The lady litigant had paid out good 
money to clerks and bailiffs till she 
Was nervous about it. 

Who is that? she whispered to her 
lawyer as a new functionary put in an 
appearance. 

That? that’s the crier, the lawyer 
replied. 

Goodness! San’t I do my own cry- 
ing and save her? 


Writing for Posterity 


A prominent French critic, the story 
runs, once said to George :Bernard 
Shaw: 
Royal Punishment You are putting on a new comedy 
The constraints and formalities} Monday night. Let .:e attend one of 
which surround royalty are particular- | the dress rehearsals, won’t you? 
ly trying to youth, and while the| Impossible, said Mr. Shaw.: My 
Queen of Holland could never refer to| dress rehearsals are always ‘private. 
her childhood as being & very dull|T have to refusc even’the most disting- 
one, as Queen Victoria in mature/| uished critics access to them. ~ 
years described her own at Kensing- But, said the other, I want- to. write 
‘| ton Palace, yet when her Dutch Ma- a critical criticism. If I -shave to 
jesty was a little girl she greatly pre-| write and telegraph it in a few-min- 
ferred playing with her dolls to «it-) utes on Monday night it will be-very 
tending to the official duties that had | hurriedly done, and I fear it -will give 
already begun for her. If you don’t}, wrong impression of your’ comedy 
behave, I'll make you a queen! she i8/ to Paris the next day. ze g 
said to have admonished an erring) Have no anxiety on that score, Mr. 
doll. Shaw replied. My comedies are not 
Again, one day she was overheard | written for the next day. 
telling -ne of the dolls, who evident- 
ly refused to take a necessary nap:— | ——---_ 
If you don’t go to sleep, you shall : 
go out tomorrow in a carriage, and en ai 
all the time you shall bow right = 5 | i tT 
and left to people who keep pulling 7 
off-their hats! So hurfy up and off to c ye ry a b/ 
Su ¢ 
. ae 


amma = na mn Se 


The cheapness of Mother Graves’ 
Worm Exterminator pute it within 
reach of all, and it can be got at any 
druggist’s. 


The mayor of a French 40en had, 
ig accordance with the regulations, 
to make out a passport for a rich and 
highly respectable lady of his acquaint- 
ance, who, in spite of a slight disfig- 
urement, was very vain i: her person- 
al appearance. His native politeness 
prompted him to gloss over the de 
fect, and after a moment's reflection 
he wrote among the items of personal 
description: Eyes dark, beautiful, ten- 
der, expressive, but one of them miss- 


ing. 


AN OLD NURCE 
Persuaded woctor to Drink Postum 


sleep! 


Minard's Lint:aent Cures Colds, Etc. 


Coal Loading by Vicuum Pipes 
The vacuum-cleaner principle is z 
having new applications every day; As Far as Permitted 

but one of the strongest ie for the un-| Jones—If Mr. Oldboy makes- any 

loading of coal cars. A big Austrian | Such assertion I will denounce. him cs 

power Plant is being equipped to han-|@ iar. 

dle a!l its coal by vacuum pipes. Coal| Pr2sident—Mr. Jones, I call.you to 

that is graded according to Austrian |order. Our by-laws do not allow you 
standards as dust coal and nut coal is | 0 BU that far. 

delivered in carload lots to the plant| Jones-—-Then I call Mr. Oldboy a liar 

and a great pipe is dropped into the | as far as it is permitted by the bwlawe 

car. The coal is sucked up through | of this association. 

this pipe and tarried to the storage ee 

piles-two hundred yards away. Coal A new printing, gumming and. per 

for the boiler fires is carried from the|forating machine in the bureau of en 

storage pile by other vacuum pipes| graving and printing at Washington 

direct to the fire and there fed in by| turns out a mile «! finished postage 
mechanical stokers, stamps every five minutes. € 


‘Woman’s Danger 1s Danger Signals 


Hot flashes—dizziness, fainting spells, headache, bearing down : 


An old faithful nurse ard an exper- 
fenced doctor, are a pretty strong com- 
bination in favor of Postum, instead 
of tea and coffee. 

The doctor said: ~ 

“I began to drink Postum five years 
ago on the advic> of an old nurse. 

“During an unusually busy winter, 
between tea, coffee and overwork, I 
became a victim of insomnia. In a 
month after beginning Postum, in 
place of tea und coffee, I could eat 
anything and sleep as soundly as a 
baby. 

“In three months I had gaine.i twen- 
ty pounds in weight. I now use Post- 
um altogether instead of tea and cof- 
fee; even at bedtime with a soda 
cracker or some other tasty biscuit. 


English constituency. “In conclusion I can assure anyone feeling and ills of a kindred -nuture—are nature's 
Quite so. Firing won't do this|inat, as a refreshing, nourishingyand The female disturbance or arity back of these torbelp, 
time; we must have something more | nerve-strengthening beverage, there is should have immediate care attention, Otherwise 


female constitution soon breaks down. 


»+ Dr. Pierce's Favorite 


drastic. nothing equal to Postum,” 

All the same, the country will look} Name given by Canadian I »stum Co. 
at the whole affair suspiciously. The) windsor, Ont. Write for booklet, 
average Briton thinks his country al-| “The road to Wellville.” 


‘Treatment: On retiring, soak 


ways and inevitably in the right. Postum comes in two forms. 
hands in hot water and | “ pspectally when a few slices of land! “Regular (must be bolled). for more are thn 40 Fours a been lending ita health restoring aid to ane 
ticura Soap. Pry, anoint | are in dispute. Instant Postum doesn't require boil- ginds df nanan seat tines at ‘year t ite long life, 
3 d I have a very strong case, remarked |ing but is prepared instantly 2y stirr- 
with Cuticura Ointment, and | rhompsom y with assurance, | ing a level teaspoonful in an ordinary 


and the Government a very weak one-| cup of hot water, which makes it right 
I am not afraid of the country. | toy most persons. 
Land- more often than not 
méans burnt fingers, and to my think 
ing the nation is sick of these trump-| » jarge heaping 8 
ery disputes. I know my constitu-|j; a f Inoue wee 
ents are at the back of me in the mat- 

Cit” ieereea pee sed oe 

justice, ey ve 
chet hed tn pate of land within tho! pede e 


wear soit bandages or old loose 


SIRE Meta me  tRe OP a omer cam 


EAE CURE RET Re 0 per Ogg POUT RTT oe RR Coe ee een 


ss ¢ 
é factory at Windsor, Ontario. 


You want Remington-UMC—the Remin 
little ann that uncertain shells 
or Nitro 


— 


ARROW ana — 
NITRO CLUB 


a od ie ke - 


HAT make of shotshells are you 
shooting this season? 

. You will find that the interest today cen- 

S ters more and more in Remington-UMG 

shotshells — Canadian. made from our new 


gton quality—freedom from all the nagging 
can throw into a good day's 
ub smokeless loads. Slightly higher in price—absolutely reliable. 


rt. Arrow 


Let us wad 4 n booties exelsiging simply the technical care et pe making which we believe 


is responsible 


your name an on a postcard today. 


Remington Arms-Union Metallic Cartridge Co., Windsor, Ontario 
LE LE 


THE NEW 1913 PALATIAL CUNARDER 


“ANDANTIA” 


13,400 TONS 


SAILS FROM MONTREAL SEPTEMBER 6th 


For London, calling at Plymouth 
Carrying one Class, Cabin (II) and Third Class 


Cabin (II) $53.75 up 
MAGNIFICENT 


Third Class, $31.25 
APPOINTMENTS 


Lounge, Gymnasium, Drawing Room, Smoking Room, Oper. and Covered 


Promenades, Spacious Staterooms, Orchestra 


AUSONIA (new) ..>. ..Aug. 28rd. 
ANDANIA (New 1918) .. Sept. 6th 


ASCANIA (New) .. .. ..Sept. 13th 
AUSONIA (New) .. .. Sept. 27th 


‘The Cunaid Line has long been famous for the comfort and luxury 
of its passenger accommodation, and in this, as in other respects, the 
steamers of the Canadian service maintain the high reputation of the 

Company. 

For further particulars and res*rvations apply to local agents. every- 

where, or 


THE CUNARD STEAMSHIP CO., LTD., 


304 Main Street, 
Winnipeg 


That Awful Child 


Bobby—Sister must be able to see 
in ‘the dark. 

Mother—How so? 

Bobby—Because last night when she 
was in sitting with Mr. Staylate in the 
parlor I heard her say:.Why, Tom, 
you haven't shaved. 

eee 


Revive the Jaded Condition.—When 
energy flags and the cares‘of business 
become irksome; when the whole sys- 
tem is out of sorts and there is gen- 
eral depression, try Parmelee’s Vege- 
table Pills. They will regulate the 
action of a deranged stomach and a 
disondered liver, and make you feel 
like a new man. No one need suffer 
a day from debilitated digestion when 
so simple and effective a pill can be 
got at any drug store. : 


‘ 


Wise Girl 
He wanted her at once to wed, 
But that she would not do. 
‘We never can be one, she said, 
'Tiil you’ve enough for two. 


Thc proud parent: You cannot have 
my daughter; the social gulf between 
you is too wide. Remember, you are 
a mere germ of a common cold; she’s 
a bacillus of neurasthenia! 


‘DOCTORS DID 
NOT HELP HER 


But Lydia E, Pinkham’s Veg- 
étable Compound Restored 
Mrs. Bradley’s Health — 
Her Own Statement. 


Winnipeg, Canada. — ‘‘ Eleven years 
age I went to the Victoria Hospital, 
Montreal, suffering with a growth. The 

-doetors said it was a tumor and could 
not be removed agit would cause instant 
death, They found thatmy organs were 
affected, and said I could not live more 
than six months in the condition I was in. 

‘After I came home I saw your adver- 
tisement in the paper, and commenced 
taking Lydia E. Pinkham’s Vegetable 
Compound. I took it constantly for two 
years, and still take it at times, and 
both my husband and myself claim that 
it was the means of saving my life. I 
highly recommend it to suffering 
women.’’—Mrs. ORILLA BRADLEY, 284 
Johnson Ave., Winnipeg, Manitoba, Can. 

Why will women take chances or drag 
outa sickly, half-hearted existence, miss- 
ing three-fourths of the joy of living, 
when they can find health in Lydia E. 
Pinkham’s Vegeta- 
ble Compound ? 

For thirty years it 
has been the stan- 
dard remedy for fe- 
male ills, and has re- 
stored the health of 
thousands of women 
who have been trou- 
bled with such ail- 
ments as displacements, inflammation, 
ulceration, tumors, irregularities, etc, 


idine Co. (confidential) L 
ret > sar ype Apr 


and 
end held in sirigt conddenca” 
Der ene neem pn mf 


LN. U. 964 


Kings as Ornaments 

When European democracy con- 
tinues its process of relegating to the 
position of spectacular ornaments its 
crowned heads; interest in the person- 
alities of these picturesque individ- 
uals continues to be-one of the feat- 
ures of the social order. today, partic- 
ularly on the continent. 

The modern monarch hus come, 
more and more, to stand merely as the 
symbol of the continuity of national 
life, the emblem of the people’s dis- 
tinctive, nationality and sovercignty. 
Even if, in a few scattered instances, 
he pretends to régard himself as rul- 
er by divine :ight, his people ro long- 
er look upon him as such. 

wven tie great Hohenzollern, Wil- 
liam II, Las recently publicly insisted 
that his sole object as monarch has 


been, and will continue to be, not th2 


glorification’ of his dynasty, hut the 
welfare of the German people. 

As ea_h passes off the human stage, 
his successor, born and reared in a 
more democratic atmos~here than him- 
self, becumes more than ever the - - 
_vesentatio: of his people. The ris- 
ing generation of young royalti:s, if a 
republic in form does not prevent their 
actually reigning, will sit in the chairs 
of constitutional power democratic at 
heart.—American Review of Reviews. 


Extre:ne Old Age Records 

The recent death of & Chinaman in 
New York at the age, as he claimed, of 
149 years, raises the question whether 
the records of extreme old age are au- 
thentic. The cases in whith men or 
women have reached the century mark 
are sO numerous that there seems Lo 
reason for skepticism concerning 
them; but the records of Thomas 
Cam, aged 207; William Edwards, 168, 
and Henry Jenkins, 169, are open to 
the doubt that falls on all mediaeval 
statistics. The tables of iife insur- 
ance companies within the next cen- 
tury will probably furnish reliable ¢ca- 
ta for future investigators. 


Emily—isn’'t it funny how timid Eil- 
een is? 

Maude—Dear, yes; she doesn’t watt 
to go faster than eighty-five miles an 
hour when she rides on the back of 
Charlie's motorcycle. 

— 
Art and Long Hair 

The hard contemporary fact is that 
the gloriously named authors are be- 
coming sadly rare, even rarer than 
long haired actors, 

The long haired musican is still with 
us, though one of the most eminent 
masters of the pianoforte has yielded 
something to the modern spirit by 
submitting briefly to the sheers. 

Individual age has here a potent in- 
fluence—age, or the getting through 
with thing. What a wonderful pic- 
turesque person Dickens was at 25! 
And how matter-of-fact at 40! Brown- 
ing suffered a similarly sobering and 
averaging e Ject. ’ 

The same thing it is true of many 
other figures in that period, and it is 
not easy to guess whether the chang- 
ing fashion set in during their middle 
years, or whether advancing age 
would have effected the same change 
in any « .se. 


On the day of his wedding a man 
i. agined that his wife drew a prize; 
but as a matter of fact ‘\e is seldom 
anything more than a consolation 
prize. 


Bacon—lI see electricity generated in 
Sweden is delivered in Copeuhagen. 

Egbert—-This parcel post system is 
really wonderful, 


Waiter, bring me an _ Infinitesimal 
portion of cheese. 


Ain’t got amy of that kind in the 


: house, sir. 


May < ail to Other Planets 

The London Daily Citizen aunounces 
the discovery Of a gas one-sixteenth 
the weight of hydrogen. 

Its existence On earth has not yet 
been determined, but the legding sci- 
entists, including Sir William Ramsay 
are confident they can find or produce 
it. Its presence in the sun was de- 
finitely established by a discovery 
made duing the last eclipse. 

The Daily Citizen quotes an anony- 
mous scientist who describes the gas 
as being named*coronium. If it can 
be produced on this earth it m.y re- 
volutionize the science of serostatics. 
When the earth becomes too cold for 
human habitation the people could 
move in airships to uny planet that 
might strike their fancy. This would 
be unnecessary for a inillion years or 
more. 

Knicker—How Jo you like the kitch- 
enette apartment? 

Bocker—I think it has a roomette 
for improvement. 


—_—___- + —— 


A prominent physician in an Arkan- 


sas town has an extensive practice) 


among the laboring classes, where 
economy is th> best policy. One day 
the little daughter of one of the men 
became very sick and the doctor was 
hurriedly called. He arriv d and ad- 
ministered a spothing treatment to the 
patient who was soon sleeping sound- 
ly and upon leaving, prescribed some 
medicine which was to be obtained at 
the drug store. The next day the 
visit had to be repeated, and some 
more medicine bought. This was 
kept up until the little girl was entire- 
ly welk when the father went to see 
the doctor to settle his bill. 

As his purse was rather slim, he ap- 
proached the doctor with many mis- 
givings. 

Here is your bill, sir, began “the 
doctor, handing him the paper. This 
for the drugs from the store and this 
for my Visits. 

The poor man looked and was hor- 
rifled at the amount requested, real- 
izing that he could not pay it all. 
Then after thinking a moment he took 
out his purse and-laid some pieces of 
change in the physician’s hand say- 
ing: Here’s the money for the drugs, 
doctor, and—we will return your calls. 


What He's Waiting For 

Why don’t you ask her to marry 
you? You've been calling on her for 
two years now. 

I know, but I am waiting. 

You've heard her sing hundreds of 
times, and you like her voice. 

That’s true: 

You've heard her play the piano. 
You know she’s an accompl.shed mts- 
ician. 

You've eaten meals she has cooked. 
You have seen her handiwork about 
the house. She'd make a_ splendid 
housewife. ; 

I know all that, but— : 

She’s a delighiful hostess. You've 
seen her when she was entertaining 
friends. 

I admit that. 

Then why wait any longer? 

I’m waiting to see her in a quarrel 
with her mother. I want to see how 
she acts when she loses her temper. 


—————— ee 


This is to certify that I have used 
MINARD’S Liniment in my family for 
years, and consider it the best lintment 
on the market. I have found it excel- 
lent for horse flesh. 

(Signed) 
W. S. PINEO. 


“Woodland, ' Middleton, N.S. 


There Is a young manu ic New York 
who is undoubtedly still wondering 
whether he has an unusually large 
foot or whether a certain German lad 
of generous dimensions fror: Jersey is 
troubled with near-sightedness. 

The woman in question boarded a 
New York bound ferry boat with a big 
heavy valise. Apparently very much 
fatigued from her efforts, she threw 
herself into a seat, landing her bulky 
grip squarely upon the toes of a young 
man next to her He responded with 
a look of suppressed rage and pain, 
and then shoved the valise aside, un- 
noticed by the woman. 

A few minutes later, when the ferry 
reached its slip, the young man was 
suddenly amazed to behold the stout 
lady fumbling about with her hand on 
his foot. Thoroughly aroused at this 
liberty, he was about to demand an ex- 
planation, when the woman, with a 
look of great embarrassment, oxclaim- 
ed: Ach! Excoose me, it looke’ chust 
like mine bag. : 

”_—_—o OC orl" 
Looking Ahead 

Bought a second-hand fire escape 
cheap todiy. 

What did you want with it? 

Thought mayb: | might have money 
enough som? day to bulld a house to 
fic it. 


———— ; 
The mobile face is a constantly 


changing one. 
And the automobile face is a fixed 


stare. 


Try Murine Eye Remedy 
If you have Red, Weak, Watery Eyes 


or Granulated Eyelids. Doesn't Smart 
--Soothes Eye Pain, Druggists Gell 


Murine E emedy, Liquid, 25c, 50c. 
Murine Eye Salve in ‘Aeeptic Tubes, 

; . Bye Books Abad by Mail. 
an Venic Good Need . 
Murine Eye Remedy Co., Chicase 


I 


Te submit to a headache ts to waste 
To stop it at once simply take 


Your Drugeist will confirm our stateme 


Temperance S$ 


COLLEGE RE-OPENS 
N. B,--Calendar on applicatio 


of Agriculture 


The report of the Minist.- of Agri- 
culture for the year ending March 31, 
1913 has been printed. It contains 
in concise and readable form a review 
of the work carried on by the Depart- 
ment of Agriculture through its sever- 
al branc: >s and divisions during the 
year... It concludes also the Ofders ix 
Council that were passed affecting ag- 
riculture. 

The report is presented under five 
general heads as follows: 1, General 
remarks; 2, Arts and Agriculture; 3, 
Patents of Invention; 4, Copyrights, 
Trade Marks, Industrial Designs and 
Timber Marks; 5, Fublic Health. 
There is also include. an appendix 
having reference to Public Health, Ex- 
hibition and the Seventh International 
Congress held at Rome against Tubcr- 
culosis. 

Referring tc the trade in dairy pro- 
ducts it is pointed out that for the firt 
time in sixty years no butter was ex- 
ported to the United Kingdom, but 
on the other hand more than six and 
one-half millicn pounds were imported 
into Canada during the year. 

In the Seed Branch among. other 
work almost nineteen thousand samp- 
les of farm seeds were tested for 
farmers and seed merchants. 

The Live Stock Commissioner by 
means of public sales distributed up- 
wards of 1,300 breeding shvep, about 
one-third of which were pure-bred 
rams. In ths record of performance 
about one thousand cows have been 
entered for test. These represent 
stock of about 150 farms, 

Through the Experimental Farms 
system which includes the Central 
Farm and fifteen branch farms and 
stations an enormous amount of work 
has been done. The report not only 
gives one a general knowledge of its 
extent but brings to light many ac- 
complishment» for agriculture. In 
Saskatchewan, it is poinied out that 
the spring wheat ‘Marquis’ yielded at 
the rate of 31 bushels per acre. The 
still newer Prelude wheat which rip- 
ens muc. earlier than other good ‘sorts 
was sent out for test during the year. 
A much large quantity is promised for 
distribution during the coming winter. 
Many other useful points are recorded 
in the minister's report, copies of 
which are available to those who ap- 
ply for. it to the Publication Branch 
of the Department of Agriculture at 
Ottawa. 


ah sre telat GERI TO a ER 


It is usually safe to say that when 
a child is pale, sickly, peevish and 
restless, the cause is-worms. These 
parasites range the stomach and in- 
testines causing serious disorders of 
the digestion and preventing the in- 
fant from deriving sustenance from 
food. Miller’s Worm Powders, by 
destroying the worms, corrects these 
faults of the digestion and serves to 
restore the organs to healthy action. 


A young woman from the east was 
conversing with a Kentuckian about 
tobacco and tobacco raising. 

She was very pretty and a good 
conversationalist and the young man 
from. Kentucky was vastly interested 
in her until she gave him a sudden 
shock by announcing: 

I should love to see a tobacco field, 
especially when it is just plugging 
out,” 


aca en Tn NSN SS 


Magistrate—You broke a mantel- 
piece ornament on your wife's -head. 
What have you got to say for yourself? 

Prisoner—It was a pure accident. 

Magistrate—An accident? What? 
Didn't you intend to hit your wife? 

Prisoner—Yes, but I didn’t mean 
to break the ornament. 


NA-DRU-CO Headache Wafers 


anything that can harm heart or nervous system, 
NATIONAL DRUG AND CHEMICAL CO. OF CANADA, LIMITED, 124 


Ontario Veterinary College 


E, A. A GRANGE, V.S., M. Sc, Principal _ 


Work of the Dominion Department 


energy, time and cormfort, 


nt that they do not contain 
25c, a box. 


treet, Toronto 


Affiliated with the University of Toronto and under the control | 
of the Department of Agriculture of Ontario. 


OCTOBER Ist, 1913 
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A New York Suburban Scene 

She was running across lots te 
catch the 1.25 train for New York. Ii 
was precisely 1.24 1-2 and the train 
already was panting into tho station. 
At her hecls was a youngster making 
as good time as she could, and was 
crying. By the time she reached the 
station steps she was a good one hun 
dred yards ahead of the little boy, bui 
he kept at it, :rying louder and louder. 
The conductor was holding the train 
for her. 

Madam, said the conductor, as she 
climbed up the car steps, who is thai 
little boy? 

My youngest, she 
breathless. 

: I didn’t have time to kiss him good 
y. 

Well, you get right off this train and 
kiss him. We can wait better than 
he can, 

The conductor stood with his hand 
on the signal cord while the operation 
was performed, and tien the train 
went off, leaving the youngster hap 
py and smiling. 


CURED DISEASES 
OF THE KIDNEYS 


And is Depended On to Right Stomach 
and Liver Disorders 

Once Dr. Chase’s Kidney-Liver Pills 

are introduced into the family ané¢ 


said perfectly 


their efficiency becomes known they ~ 


are usually found too valuable to de 
without. For everyday ills arising 
from liver and bowel disorders they 
bring relief pomptly, and when com- 
plicated, diseases of the kidneys an! 
liver develop they often prove a suc 
cessful cure after doctors have fail- 
ed. As an illustration, you may read 
the following, which was received a 
few days ago: 

Mrs. John Wright, 53 McGee street. 
Toronto, Ont., states: “We have used 
Dr. Chase’s Kidney-Liver Pills for ten 
years, and would not be without them. 
My husband suffered from kidney trou- 
ble, and after taking treatment from 
several doctors without receiving any 
benefit, tried Dr. Chase’s Kidney-Liv- 
er Pills, which worked a complete 
cure. Since that time we have used 
them for all stomach and liver dis 
orders.” 

One pill a dose, 25 cents a box. all 
dealers, or Edmanson, Bates & Co. 
Limited, Toronto. 


Among the bewildered, and in some 
cases indignant, spectators gathered 
at the recent Futurist exhibition of 
painting and sculpture in Chicago was 
a young man from Springfield, in 
charge of a cousin who is ‘strong for’ 
the new movement in art. 

The youth remained silent during 
the view and the subsequent explana- 
tlons of the new idea given him by 
his cousin. 

Well, said the latter finally, you 
don’t seem particularly enthusiastic 
about them. What do you think? 

Think! growled the youth from 
Springfield. Why, I have got two 
aunts at Lome that can knit better 
pictures than those. 


A Viennese composer has written_an 
operetta intended for use in the films 
only. The characters in it will not 
be heard. They will be seen, while 
an orchestra plays the music to {llus- 
trate their story. 


Money Talks 
What do I say at the wedding? 
Not a word. All you utter is the 
cheque. 


. 
- 


BEST ATTAINABLE IMAGE 
ROM DOCUMENT AVAILABLE 


There is Comfort in 


knowing that you can obtain one tried and proved remedy 
th ly well to your needs. Every woman 
who is troubled ith headache, backache, languor, 


extreme nervousness and depression of spirits ought to try 


(The Largest Sale of Any Medicine in the World) 


and learn what ‘a difference they will make. By purifying 
the system hom A ay better ection, somter sleep, quieter 
e Ww charm of 5 ros 
and vi “gy thousands of 


Mikal. Boosham’s Pills are peliabee aad 


THE 
rere 


CHAS. HULTGREN 


Notary Public and Commissioner for taking Affidavits 


TRANSFERS, MORTGAGES, AGREEMENTS 
OF SALE, LEASES, BILLS OF SALE, Etc. 
INSURANCE and LOANS my Speciality. 


Houses For Rent and Rents Collected 


Conveyancing of all kinds of Legal Papers such as 
2 CHAS. HULTGREN, Crossfield 


SEE!!! 


F OR anything in Farm Implements 


A. W. GORDON, 


he has a Full Line of Machinery 
McCormick Binders, Mowers, 


Rakes, and all kinds of Hay Tools. 


One International Cultivator in Stock, for working 
the trash out of summer fallow, this going out in a 
few days, come and see it before it goes. 


Cushman 4-H.P. Gasoline Engine 
to attach to any Cinder, a great saving in time and 
labour, can be used for any purpose after harvest. 


I have some cheap Thrashing Outfits to offer 
both Gasoline and Steam, J.I. Case and 1.H.Co.’s 


A. W. GORDON. 


: GROSSFIELD POOL AND BILLIARD HALL 


A full line CIGARS, CIGARETTES, TOBACCOS, PIPES, CONFEC- 
TIONERY, Soft Drinks, Current Magazines. 
Subscriptions taken for all the leading Magazines. 
COLLINGS BROS.., Proprietors, 


Coal! Coal! 


Now is the time te put in 
Your Winter Supply . 
We can supply you with Leth- 
bridge or Taber Lump Coal at 
$6.75 on the car or $7 delivered 
intown. Special rates on 5 ton 
lots or more. 
W. STUART & CO, 
GEO. BECKER, Manager. 


Wagons, Buggies, 
PLOWS, 
Cream Separators, 
Grinders, &c., 


ALL SNAPS! 


TRCA & CO’S 


A full stock of Deering Goods to choose from, 
to fill your wants at Right Prices and terms. 


If your Farm doesn’t suit you come to us for 
a trade. 


; If your Machinery doesn’t suit you do likewise. 
All we ask you to bring is your Article and 
Common Sense, 


Property in all parts of the Province. If you 
haven’t what you want we'll get it, Give us a call. 


TRCA & CO., Sore 


CHRONICLE, cRoserENEe, 


Crossfield Chronicle 


RURSCRIPTION a, 
advance; or $1.50 if not nate tn alveaen, 
Pustismmp at the Vhronicle office, at 
Crossfield, Alberta, each Friday. 
Rares 
Business focals 10 cents 
insertion; and 5 cents per | 
sequent insertion. 


line first 
each sub- 


Legal advertiaments, 12 cents per line 
for first insertion; and 8 cents each sub- 
sequent insertion. 


Commercial contract rates upon appli- 


cation. 
ROBERT WHITFIELD, 
Printer anv Pusiisner. 
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Hon. C. W. Fisher 
Re-Elected Speaker 


On Tuesday afternoon under ideal 
weather conditions Alberta’s third 
session of the legislature took place 
at Edmonton. Local society turned 
out en masse for the occasion, many 
visitors from the surrounding 
country swelled the crowd. Every 
point of vantage around the Parlia- 
mentary Buildings being oceupied. 

Inside the legislative chamber the 
floor space between the members’ 
desks was entirely occupied by the 
friends of the members, a_ bright 
touch of colour being imparted to 
the scene by the beautifully attired 
ladies in attendance. 

Among the guests were Sir Gilbert 
Parker, M.P., who with Mrs. A. L. 
Sifton occupied a seat close to the 
speakers’ chairs. The galleries were 
all thronged to their full extent, the 
event being the most important 


‘| socially ever held in the capital. 


At 3 p.m. Lieutenant-Governor 
Bulyea with military escort entered 
the legislative chamber. 


The nomination of the Hon. 0. 
W. Fisher for the office of Speaker 
was made by Premier Sifton and 
Hon. C. Mitchell... His was the only 
nomination. | Before the vote was 
put Edward Michiner, leader of the 
opposition in the house, took otcas- 
ion to paya warm tribute to the 
nominee, who he said had always 
occupied the position with dignity 
and impartiality and whose con- 
tinuance in office would insure the 
members the same fairness and in- 


| tegrity which had charecterized his 


conduct. in the past. The vote was 


unanimously, carried. 


Speaker Fisher. who was escorted 
to the chair by Premier Sifton, re- 
turned thanks for the honor conferr- 
ed. The attendance of members 
at the opening session was a large 


one. After afew preliminary arr- 
angements the house was adjourned, 


Cochrane Fair. 


[Communicated ] 

The morning of the Cochrane 
Agricultural Fair looked very bad, 
but towards noon it cleared up and 
quite a number of people arrived on 
the ground. A very good selection 
of vegetables, flowers and home pro- 
duce was on display. The prizes 
were very wisely distributed. There 
was no stock shown, nor were there 
any races. 

Sept. 10th. The morning opened 
out fine and Cochrane was all astir 
at six o’clock, bronco men and race 
horses were all over the town, and 
the Directors of the Association 
tried to keep the bronco men off the 
ground, but with poor success. 

It got near noon before there was 
anything doing. A first-class show 
of light horses were on view, but the 
draft type would not show in the 
class shown at Crossfield, The 
thoroughbreds and hunters would 
have been the pride of a show ring 
anywhere. 

A number of the Beaver Dam 
sports were there, weren’t they 
Jessie? 

Our only -hopeful jockey, Bill, 
could not be seen anywhere on the 
grounds as usual. 


ALBERTA. 


Ivor Lewis ~ 


Sole Agent for the Famous | 


GALT 


COAL 


Hard Coal and Briquettes always 
on hand. 


Fire Wood. 


Crossfield, 


- 


Draying 
Alberta 


FARMERS MEAT MARKET. 


Under New Management 


J. L. GUNSOLLY, Proprieter. 


=> W. TIMS, 


Manager. 


Best prices paid for all kinds of Live Stock. We ~ 


also handle Butter and Eggs. 


Try our Noted Home 


made Sausage and Kettle rendered Lard. 
FRESH & CURED MEAT & FISH always on hand. . 


Our Motto: 
Crossfield, - : 


Quality and Prices right. 


Alta. 


Christmas~ Cards. 


PRIVATE. GREETING 
CARDS. . 


Call at the Chronicle Office and see our Sostiplas: 


The first race was won by Mrs. 
McKenzie’s horse. Our hopeful 
had only. got halfway round when 
the others started and left him out. 

Mrs. McKenzie’s horse was dis- 
qualified because her jockey did not 
weigh in. She scratched all her 
other entries. 

Jockey Earl won the Cochrane 
Derly easily on old Bumps, also the 
obstacle race on Black Bird, and the 
14-2 pony race with Slim. 

The Beaver Damites all claim that 
Cochrane cannot come up to Cross- 
field for races. 

Cochrane Race Association have 
spent $8,000 on their race course 
they have erected a new grand stand 
that will hold 1,000 people, a stable 
and fenced the ground with 8ft. 
woven wire.--R.P., Sampsonton. 


Local Improvement Council 


280. 
NOTICE.—The Next Regular 


Meeting is Postponed till the 28rd 
September. 


- e . 
Grain Price List. 
CROSSFIELD. ° 
Winter or Spring Wheat, 


eonc oor ak = 


The most fatal explosion ever 


known was at Gravelines in 1654, 
Three thousand people were killed. 


Lost.-a Brown Bob Tail PUP, 
Rough Haired. Finder will be 
rewarded on returning same to 

W. TIMS, 
Crossfield, 


Stuart Walker, 


Importer and Breeder of 


SHIRE HORSES 


A few good young Stallions, Mares 
and Fillies always on sale 


—At STUD— 
DRAW MASTER, [28262]. 
The English Winner. 
All Nominations taken for 1913. 
easy” 22 2 Crossfield 


IF YOU WANT 
ANY 


PRINTING 
GIVE THE 
CHRONICLE OFFICE 
A TRIAL. 


Fresh Supply of 
DIAMOND DYES 


a a lt el J 
All Colors. 


Also COMPLETE STOCK 
, «|. 
DYOLA DYES. 


